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Allgemeine Hinweise 

Eriauterungen zum Gebrauch der Ersatzteilliste: 

Im Text fett gedrucktes Bauteil= 

Ersatzteil, ggf. mit Angabe der Teile, aus denen 

sich dieses Bauteil zusammensetzt. 

Im Text normal gedrucktes Bauteil= 

mit Angabe = Ersatzteil, welches separat 
bestellt werden kann. 
Bauteil dient nur als 
Eriauterung und kann nicht 
bestellt werden. 
Farbvarianten 



der Art.Nr. 
ohne Angabe = 
der Art.Nr. 



• Artike[nummern= 
am Ende mit XX 
gekennzeichnet 

• Schlauche sind nur als Meterware zu beziehen. 

• Schrauben, Muttern und andere Kleinteile sind 
nur in Mindestbestellmenge zu beziehen. 

Bezeichnungen sind interne Begriffe! 



General Remarks 

Explanation for the use of the spare parts list: 

Component, which is printed in bold letters in the text 
= Spare part, if necessary the parts of which this 
component consists of are also indicated. 
Component, which is printed in normal letters in the text= 
the part no. is = the spare part can be ordered 
separately 

the part is only mentioned for 
explanation and cannot be 
ordered separately 
different colors are possible 



indicated 

the part no. is = 
not indicated 



part no. marked = 
with XX at the end 



• Hoses can only be ordered as yard ware. 

• Screws, nuts and other small parts can only be 
ordered in minimum ordering quantity. 

The designations of the parts used in this spare parts 
list are internal terms! 



Bei Bestellung von Ersatzteilen bitte angeben: 

1) Artikel-Nummer 

2) Bezeichnung des Ersatzteils 

3) Bestellmenge 



When ordering spare parts please quote: 

1) Part No. 

2) Designation of the part 

3) Quantity 



Ersatzteile und Zubehor sind speziell fur Wittenborg FBSS-IUIascliinen konzipiert. Wir machen ausdrucklich 
darauf aufmerksam, daf3 nicht von uns gelieferte Originalteile auch nicht von uns geprijft und freigegeben 
sind. Der Einbau und/oder die Verwendung solcher Produkte kann u. U. konstruktiv vorgegebene 
Eigenschaften der Maschine negativ verandern und dadurch die Betriebssicherheit beeintrachtigen. 

Fur Schaden, die durch die Verwendung von nicht Originalteilen und Zubehor entstehen, ist jede Haftung 
des Herstellers ausgeschlossen. Bestellungen richten Sie bitte an die u.a. Adresse Oder an eine 
Witten borg- Vertretu ng . 

Spare parts and accessories are especially designed for the macliines of Wittenborg FB55. 

We explicitly point out that parts not delivered by ourselves have not been checked and approved by us. 
The installation and/or use of such products may affect the constructional properties of the machine and 
thus impair the operating safety. 

The manufacturer excludes any liability for damages that result from the use of parts or accessories 

that are not original. 

In case of ordering spare parts contact one of the Wittenborg agencies or the address mentioned 
at the bottom of this page. 



© Copyright 

Vervielfaltigung und Ubersetzung nur mit schriftliclier 
Genehmigung der Firma Wittenborg. — Wittenborg l<ann l<eine 
Verantwortung fur Irrtumer und Fehler in IVlanuals, Broschuren 
und sonstigen gedruckten Unterlagen ubernehmen. Wittenborg 
behalt sich das Recht vor, ohne vorherige Ankundigung 
Anderungen an Produkten vorzunehmen. 



© Copyright 

Copies and translation only with permission of Wittenborg. 
Wittenborg cannot accept responsibility for errors in manuals, 
brochures and other printed documents. Wittenborg's products are 
subject to changes without prior announcement. 
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Generalites 

Explications pour I'utilisation de la liste des pieces detachees: 
Constituant imprime en vedette = 

Piece detachee, si necessaire avec indication des pieces qui font partie de ce constituant. 
Constituant imprime de maniere normale = 

• avec indication du no. d'art. = piece qui peut etre commandee separement 

• sans indication du no. d'art. = constituant qui sert d'explication et ne peut pas etre 

commande 

• Numeros d'article avec XX au bout = variantes de couleur 

• Les tuyaux flexibles ne peuvent etre commandes que par metre. 

• Des vis, ecrous et d'autre petit materiel de montage sont vendus seulement en quantites minimum 
de commande. 

Les designations sont des notions internes! 

Lors de la commande de pieces de rechange veuillez indiquer: 

1) le numero d'article 

2) la designation de la piece detachees 

3) la quantite de commande 



Des pieces detachees et autres accessoires de reclnange sont specialement congus pour les FB 55 de 
Wittenborg. Nous attirons votre attention sur le fait que seules les pieces Wittenberg, delivrees par 
Wittenberg, sont accreditees a aller sur ces machines. L'utilisation de pieces d'autres provenances sont 
suceptibles de gener le bon fonctionnement de I'appareil, au risque de le rendre dangereux. 

Des lors, si des degats survenaient suite a l'utilisation de pieces ou accessoires non conformes a ceux 
d'origine, la responsabilite du fabricant serait immediatement degagee. 



© Copyright 

Reproduction et traduction seulement sur autorisation prealable par ecrit de Wittenborg. 

Wittenborg ne peut etre rendu responsable pour des erreurs et defauts dans ies manuels et brocliures et d'autres documents imprimes. 
Wittenborg se reserve le droit de proceder a des modifications du produit sans avertissement prealable. 
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10 Ersatzteilliste / Spare parts list / Liste des pieces 
de detachees 

Inhaltsverzeichnis Ersatzteilliste Standardteile / 
Index Spare parts list standard parts / 
Sommaire liste des pieces de detachees standard 



Kabinett montiert, Service-Deckel kpl. 
Housing mounted, service cover, ass. 
Carter monte, couvercle de service cpl 



10-13 



Tur links, kpl. 
Door left, ass. 
Porte gauche, cpl. 



10-15 



Tur links, kpl. 
Door left, ass. 
Porte gauche, cpl. 



10-17 



Tur rechts, kpl. 
Door right, ass. 
Porte droite, cpl 



10-19 



Tur rechts, kpl. 
Door right, ass. 
Porte droite, cpl 



10-21 



Tur rechts, kpl. 
Door right, ass. 
Porte droite, cpl 



10-23 



Bedientaster 
Operating button 
Touche 



10-25 



Tropfschale kpl., Kannentrage , Kaffeesatzbehalter 
Drip tray, ass.. Pot carrier. Coffee grounds container 
Bac egouttoir cpl., porte-cafetiere, recipient marc de cafe 
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10 Ersatzteilliste / Spare parts list / Liste des pieces 
de detachees 

Inhaltsverzeichnis Ersatzteilliste Standardteile / 
Index Spare parts list standard parts / 
Sommaire liste des pieces de detachees standard 

Netzteil kpl. 
Power supply, ass. 

Alimentation electrique cpl. 10-31 

Dosiersystem kpl. 
Dosing system, ass. 

Systeme de dosage cpl. 1 0-33 

Konsole fur Produktbehalter kpl. 
Console for product container, ass. 

Support du recipient pour produit cpl. 1 0-35 

Halter fur Auslaufstutzen kpl. 
Support f. delivery spout, ass. 

Support pour douille de distribution cpl. 1 0-35 



Stopper fur Auslaufarm kpl. 
Stopper for outlet carrier, ass. 
Arret pour tenant de distribution cpl. 



10-35 



Kessel kpl. 
Boiler, ass. 
Chauffe-eau cpl. 



10-37 



Kesseldeckeleinsatz, Ersatzteil-Kesseldeckel 
Boiler top unit insert. Spare part boiler cover 
Insert du couvercle de chauffe-eau, 
couvercle du chauffe-eau de rechange 



10-39 



Kabelbaume 
Cable harnesses 
Harnais de cables 
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10 Ersatzteilliste / Spare parts list / Liste des pieces 
de detachees 

Inhaltsverzeichnis Ersatzteilliste Standardteile / 
Index Spare parts list standard parts / 
Sommaire liste des pieces de detachees standard 

Satz Kodierrahmen, Satz Federleisten 
Set adapter, set plug 

Jeu de connecteurs multibroche, jeu de fiches multibroches 1 0-43 

Diverse Teile 
Miscellaneous parts 

Pieces diverses 1 0-45 

Bedienungsanleitungen 
User Manuals 

Modes d'emploi 10-47 



Service Handbucher 
Service Manuals 
Manuels de Service 



10-47 



Kurzanleitung 
Reference Cards 
Guide de poche 



10-47 



Kartenhalter, Kurzanleltungen 
Card holder, Reference cards 
Porte carte. Guide de poche 



10-47 



Landerkit D, Beipackteile DECS, Landerkit F, Landerkit T 
Country kit D, Kit DECS, Country kit F, Country kit T 
Kit du pays D, Kit DECS, Kit du pays F, Kit du pays T 



10-49 



Landerkit DK, Landerkit GB 
Country kit DK, Country kit GB 
Kit du pays DK, Kit du pays GB 



10-51 
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10 Ersatzteilliste / Spare parts list / Liste des pieces 
de detachees 

Inhaltsverzeichnis Ersatzteilliste Standardteile / 
Index Spare parts list standard parts / 
Sommaire liste des pieces de detachees standard 



Hygienekit FB55 kaffee 
Exchange kit FB55 coffee 
Kit d'hygiene FB55 cafe 



10-51 



Kit Zahlwerk FB55 
Kit counter FB55 
Kit compteur FB55 



10-53 



Carber Schwamm kpl. 
Carber sponge, ass. 
eponge carber cpl. 



10-53 



Kit Wandaufhangung 

Kit wall mounting 

Kit suspension au mur 



10-53 



Kit Sicherung fur Wandaufhangung 
Kit safety device of wall mounting 
Kit securite pour suspensionau mur 



10-53 



Kit Lufter 
Kit ventilator 
Kit ventilateur 



10-53 



Kit TWC Coffee Care DECS 
Kit TWC Coffee Care DECS 
Kit TWC Coffee Care DECS 



10-53 



Kit Schlusselschalter 

Kit key switch 

Kit commutateur a cle 
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10 Ersatzteilliste / Spare parts list / Liste des pieces 
de detachees 

Inhaltsverzeichnis Ersatzteilliste Standardteile / 
Index Spare parts list standard parts / 
Sommaire liste des pieces de detachees standard 



Kit Munz mit Schlusselschalter 

Kit coin acceptor incl. key switch 

Kit du monnayeur avec commutateur a cle 



10-55 



Kit Brewer Switch Interface 
Kit Brewer Switch Interface 
Kit Brewer Switch Interface 



10-55 



Bruher montiert mit Siebplatte 

Brewer mounted with filter plate 

Infuseur monte avec support de la plaque filtrante 



10-57 



Bruher montiert ohne Siebplatte 
Brewer mounted without filter plate 
Infuseur monte sans filtre 



10-59 



Innerer Schaberarm, kpl. 
Inner scraper arm, ass. 
Bras interieur du racleur, cpl. 



10-61 



Boden fur Bruher, kpl. 
Base for brewer, ass. 
Fond pour infuseur, cpl. 



10-63 



Halter fur Siebplatte, kpl. 
Holder for filter plate, ass. 
Support de la plaque filtrante, cpl. 



10-63 



Trager kpl. 
Support, ass. 
Support, cpl. 



10-63 



10-10 



March, 2000 



Service Manual FB55 



Ersatzteilliste / Spare Parts List / Liste des pieces de detacliees 



10 Ersatzteilliste / Spare parts list / Liste des pieces 
de detachees 

Inhaltsverzeichnis Ersatzteilliste Standardteile / 
Index Spare parts list standard parts / 
Sommaire liste des pieces de detachees standard 



Bruhzylinder kpl. 
Brewer cylinder, ass. 
Cylindre infuseur, cpl. 



10-65 



Aktuator kpl. 
Actuator, ass. 
EntraTnement cpl. 



10-67 



Lagergehause fur Aktuator mit Magnet 
Bearing housing for actuator incl. magnet 
Boitier de palier de I'activateur avec aimant 



10-67 



Spindel mit Lager kpl. 
Spindle incl. bearing, ass. 
Tige avec palier, cpl. 



10-69 



Bodenkonsole mit Mikroschalter, kpl. 
Bottom console Incl. micro switch, ass. 
Fond avec microrupteur, cpl. 



10-71 



Inneres Rohr und Kolbenhalter 
Inner tube and plungeholder 
Tuyau interne et porte-piston 
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Pos./ Artikel Nr./ Bezeichnung 

Fig. Part No. D 

00/a1 351777XX Kabinett montiert 

01/a1-a B-2075 Blinddeckel 

02/a1 35183200 Kabinettdeckel kpl. 

03/a1 35183100 Kabinettboden kpl. 

04/a1 35177500 Vierkantmutter 

05/a1 35177600 Schraube EJOT 70x1 4mm 

06/a1 39245800 SchraubfufB 

07/a1 35204600 Skt.-Mutter M8 niedrig 

08/a1 35173000 Service-Deckel kpl. 

09/a1 35171100 Service-Deckel 

10/a1 35170100 Riegelplatte 

11/a1 35176800 Kunststoff-Schraube fur 

Service-Deckel 



Designation 
GB 

l-lousing, mounted 

Dummy cap 
Housing cover, ass. 
Housing base, ass. 
Square nut 

Screw EJOT 70x1 4mm 

Adjustable foot 
Hexagon nut M8 flat 

Service cover, ass. 

Service cover 
Locking plate 
Plastic screw for service 
cover 



Designation 
F 

BoTtier monte 

Faux couvercle 

Couvercle du boitier cpl. 

Fond du carter cpl. 

Ecru carre 

Vis EJOT 70x1 4mm 

Pied use 

Ecru M8 plat 

Couvercle de service cpl. 

Couvercle de service 

Barre verouillage 

Vis en plastique pour couvercle 

de service 



Zusatzlich 

(nicht in o.g. Baugruppe 
enthalten) 

12/a1 B-0115 Kantenschutz 
1 3/a1 35 1 73900 Abdecku ng Service- 
Device Stecker 
Sicherheitsschalter 
Tropfschalensensor 
Clips 

Hauptschalter ON/OFF 
Schraube GEFU M4x6 
Schutzblech 
Schraube GEFU M4x6 
(Befestigung Front- 
blenden an Trennwand 
und Gehause) 
351669XX Frontblende kpl. 
351844XX Frontblende unten 
B-1532 Bogen fur Wasserauslauf 

35207000 Kabelbaum Briiher Low 
Energy 

A-0110 Flugelmutter M4 

A-0136 Facherscheibe 4,3 mm 



Additionally De plus 

(not incl. in a. m. assembly)(non Indus dans le groupe ci- 

dessus) 



14/a1-c 35187600 

15/a1-d 35202000 

16/a1-c B-1179 

17/a1-b G-2218 

18/a1 09026710 

19/a1-d 35180200 
09026710 



20/a1 
21 /a1 



22/a1 
23/a1 



Edge protection 
Cover for service device 

plug 

Safety switch 
Sensor for drip tray 

Clip 

Main switch ON/OFF Screw 
GEFU M4x6 
Protection plate 
Screw GEFU M4x6 
(fastening front cover at 
deviding wall and housing) 

Front cover, ass. 

Front cover, bottom 

Bent water outlet 

Cable harness brewer low 

energy 

Nut M4 

Lockwasher 4,3 mm 



Protege-arete 
Couverture pour la fiche du 
service device 
Interrupteur de securite 
Detecteur bac egouttoir 
Clip 

Commutateur central ON/OFF 

Vis GEFU M4x6 

Tole de protection 

Vis GEFU M4x6 

(fixation du panneau avant la 

parol de separation et au 

boitier) 

Panneau avant, cpl. 
Panneau inferieur avant 
Coude de la sortie d'eau 
Harnais de cables infuseur low 
energy 
Ecru M4 

Rondelle a denture 4,3 mm 
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Pos./ 
Fig. 



Artikel Nr./ 
Part No. 



00/a2 35172702 



01/a2 35191304 



02/a2 
03/a2 
04/a2 

05/a2 

07/a2 
08/a2 
09/a2 
10/a2 
11 /a2 
12/a2 
13/a2 

14/a2 



35170500 

35188300 
35179200 

35172300 

35177100 

A-0104 

A-0151 

A-0137 

35170300 

35205700 

35170800 

39571400 

39571200 

35196200 



15/a2 35170200 
16/a2 35190000 



Bezeichnung 
D 

Tiir links schwarz/grau 
kpl. 

bestehend aus: 
Tur links schwarz/grau 
verstarkt 
Riegelzapfen 
Schraube EJOT 30x10 
Tassentrage kpl. 
bestehend aus: 
Fader fur Tassentrage 
Reflektor f. Tassensensor 
Skt.-Mutter M5 
U-Scheibe 5,3mm 
Facherscheibe 5,3 mm 
Achse fur Tassentrage 
Skt.-Schraube M5x65 
Tassentrage 
Schale fur Tassentrage 

Tropfgitter 

Aufkleber Warnhinweis 
NL, F, D, GB, DK, S 



Zusatzlich 

(nicht in o. g. Baugruppe 

enthalten) 
Achse fur Tur 
Scheibe fiir Achse 



Designation 
GB 



Designation 
F 



Door left black/grey, ass. Porte gauche noire/grise cpl. 



consisting of: 
Door, left, black/grey 
reinforced 
Locking peg 
Screw EJOT 30x10 
Cup carrier kpl. 
consisting of: 
Spring for cup carrier 
Mirror for cup sensor 
Hexagon nut M5 
Washer 5,3mm 
Lock washer 5,3 mm 
Axle for cup carrier 
Screw M5x65 
Cup holder 
Tray for drip grid 

Drip grid 

Label Warning 

NL, F, D, GB, DK, S 



Additionally 
(not incl. in a. m. 

assembly) 
Axle for door 
Washer for axle 



compose de: 

Porte gauche noire/grise 

renforcee 

Boulon de verrouillage 
Vis EJOT 30x10 
Porte-tasse cpl. 
compose de: 
Ressort pour porte-tasse 
Glace pour porte-tasse 
Ecrou M5 
Rondelle 5,3mm 
Rondelle a denture 5,3 mm 
Essieu du porte-tasse 
Vis M5x65 
Porte tasse 

Coupe pour porte tasse 

Grille egouttoir 

Etiquette adhesive 
d'avertissement NL, F, D, GB, 
DK, S 

De plus 

(non inclus dans le groupe 

ci-dessus) 
Essieu de la porte 
Rondelle 



35172701 Tiir links kpl. gelb 



wie Tur links kpl. 
schwarz/grau 
jedoch anstelle von 
Pos. 01 /a2 

Tur links verstarkt, gelb 



Door left kpl. yellow 

as door left ass. 
black/grey 

but instead of Pos. 01 /a2 



Porte gauche jaune, cpl. 

comme la porte gauche,cpl. 
noire/grise, 

mais au lieu de pos. 01 /a2 



01/a2 35191303 



Door left reinforced, yellow Porte gauche jaune renforcee 



35172704 



01/a2 35191305 
35201600 



Tur links cremewelB 
kpl. 

wie Tur links kpl. 

schwarz/grau 

jedoch anstelle von 

Pos. 01 /a2 

Tur links verstarkt, 

cremeweiB 

Schwarzaufkleber 



Door left creme white Porte gauche blanc creme 

ass. cpl. 

as door left ass. comme la porte gauche,cpl. 

black/grey noire/grise, 

but instead of Pos. 01/a2 mais au lieu de pos. 01/a2 

Door left reinforced, creme Porte gauche blanc creme 

white renforcee 

Label black Plaque noire 
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Pos./ 


Artikel Nr./ 


Bezeichnung 


Designation 


Designation 


Fig. 


Part No. 


D 


GB 


F 




351 72705 


Tiir links kpl. saphirblau 


Door left saphire blue as 


Porte gauche bleu saphire 






wie Tur links kpl. 


door left, ass. 


comme la porte gauche, cpl. 






schwarz/grau 


black/grey 


noire/grise 






jedoch anstelle von 


but instead of Pos. 01 /a2 


mais au lieu de pos. 01 /a2 






rOS. 01 /a2 






ui/ao 


OK i OAC 

oijiyioUo 


Tur links vGrstarkt, 


Door left reinforced 


Porte gauche renforcee 






sapniiDiau 


sapnire uiue 


uieu sapnire 




351 72700 


Tur links schwarz kpl. 


Door left black ass. incl. 


Porte gauche noire cpl. 






mit Blende DE 


cover DE 


avec panneau DE 






wie Tur links kpl. 


as door left ass. 


comme la porte gauche, cpl. 






schwarz/grau 


black/grey 


noire/grise 






jedoch anstelle von 


but instead of ros. 01 /a2 


mais au lieu de pos. 01 /a2 






Pos. 01 /a2 






01 /a3 


35191300 


Tur links schwarz 


Door left black reinforced 


Porte gauche noire renforcee 






verstarkt 








OOlo/UOU 


Blende 


Cover 


Panneau 




770Q0H no 


AUTKieuer utL>o 


Lauei ut(_>o 


tiiqueiie aanesive utL>o 




35172703 


Tur links kpl. schwarz 


Door left black ass. incl. 


Porte gauche noire cpl. 






mil Dienoe van iMeiie 


cover Van Nelle 


avec panneau Van Nelle 






wie Tur links kpl. 


as door left ass. 


comme la porte gauche, cpl. 






schwarz/grau 


black/grey 


noire/grise mais au lieu de 






jedoch anstelle von 


but instead of ros. 01 /a2 


pos. 01 /a2 






Pos. 01 /a2 






01 /a3 


35191300 


Tur links verstarkt, 


Door left black reinforced 


Porte gauche noire 






schwarz 




renforcee 




oolo/UUU 


tsienae 


Cover 


ranneau 






AUTKieuer van iNeiie 


Lauei van iNeiie 


tiiqueiie aanesive van iNeiie 




351 72800 


Tiir links kpl. DE 


Door left, ass. DE 


Porte gauche cpl. DE 






wie Tur links kpl. 


as door left, ass. 


comme la porte gauche, cpl. 






schwarz/grau 


black/grey 


noire/grise 






jedoch anstelle von 


but instead of ros. 01 /a2 


mais au lieu de pos. 01 /a2 






Pos. 01 /a2 






01 /a3 


36012700 


Tur links, DE 


Door left reinforced DE 


Porte gauche renforcee DE 


H "7 /*-iO 

i7/a3 


35172100 


Deckel tur I ur DL 


Cover for door DE 


Couvercle pour porte DE 


18/a3 


A-0844 


Schraube EJOT 30x8 


Screw EJOT 30x8 


Vis EJOT 30x8 


iy/a3 


A AH CH 

A-U1b1 


u-bcneiDe o,omm 


Washer 5,3mm 


Rondelle 5,3mm 


20/a3 


35215200 


Schraube EJOT 40x16 


Screw 40x16 


Vis 40x16 


OH //^O 


A-Ul Ol 


u-ocneibe o,omm 


Washer 5,3mm 


Rondelle 5,3mm 




TTOQOi no 


AUTKieuer utL>o 


Lauei utL>o 


tiiqueiie aanesive utL>o 


01 /a3 


35172801 


Tiir links kpl. DE 


Door left, ass. DE 


Porte gauche cpl. DE 






wie Tur links kpl. DE 


as door left, ass. DE but 


comme la porte gauche, cpl. [ 






jedoch ohne Aufkleber 


without sticker 


mais sans etiquette adhesive 
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Pos./ 


Artikel Nr./ 


Bezelchnung 


Designation 


Designation 


Fig. 


Part No. 


D 


GB 


F 




03 1 / ^D^O 


1 ui recriTS Kpi. 


Door right ass., 


Porte droite cpl. 






scnwarz/grau u 


black/grey D 


noire/grise D 






bestehend aus: 


consisting of: 


compose de: 


oi/a4 


OOiyi4U4 


Tijr rechts verstarkt 


Door right reinforced black/ Porte droits renforcee 






schwarz/grau 


arav 


noire/arise 




ooi 70000 


Riegelstange 


Lockina bar 


Tiae de verrou 

1 I^J W ^1 W V 1 1 u 


03/a4 


35192800 


Bedieneinheit m. Scheibe 


Ooeratina unit inci alass 


Unite de commando 


04/ a4 


O C H "70 A AO 

35172002 


Abdeckung unten 


Cover bottom 


Couverture inferieure 


05/a4 


OC H "70000 

35176900 


heder tur bcnlois 


Spring for lock 


Ressort pour serrure 


06/a4 


O C H OOOOO 

35169900 


Riegel 


Locking mechanism 


Verrou 


u//a4 




ocniob m.ocniusseiwi / b 


Lock with key W1 7B 


Serrure avec cle W17B 


08/a4 


OOOOO 

47180600 


bensorboard rB 55 


Sensor board FB 55 


Platine du detecteur FB 55 


09/a4 


35170400 


Zapfenschraube mit 


Screw with slot M4x16 


Vis avec fente M4x16 






bcniitz M4x1 6 










Bis Maschine-Nr.: 


Up to mach.-no.: 


Jusqu' a no. de machine: 






109955005008 


109955005008 


109955005008 


10/a4 


47180500 


VMC-Board FB 55 


VMC Board FB 55 


Platine VMC FB55 






Ab Maschine-Nr.: 


From mach.-no.: 


A oartir de no de machine* 

f I I^^LI LI 1 ^1^^ 1 1 ■ ^1^^ III 1 1 1 1 1 ■ 






1 U9900UUoUU9 


109955005009 


109955005009 


10/a4 


47180501 


VMC-Board FB 55 


VMC Board FB 55 


Platine VMC FB55 


1 1/34 


A no A A 
A-Uo44 


ocnrauDe bjui 30x8 


Screw EJOT 30x8 


Vis EJOT 30x8 


H O/rkA 


ool y^ouu 


Erdungsscheibe 


Washer for earthing 


Disque de terre 


1 o/a4 


OKI Qnnnn 

oiD 1 yuuuu 


tjcneiDe lur Acnse 


Washer for axle 


Rondelle 






Zusatzlich 


Additionally 


De plus 






(nicht in o. g. Baugruppe 


(not incl. in a. m. 


(non Indus dans le groupe 






enthalten) 


assambly) 


ci-dessus) 


A /n A 

l4/a4 


A OO CO 

A-0850 


Sicherheits-Torx-Schrb. 


Safety screw Torx 


Vis de securite Torx 






IVI4X1 /imm 


M4x12mm 


M4x1 2mm 


i5/a4 


OC H "70 OO O 

35170200 


Achse fur Tur 


Axle for door 


Essieu de la porte 






Bis Maschine-Nr.: 


Up to mach.no.: 


Jusqu' a no. de machine: 






109955005008 


109955005008 


109955005008 


- 


35183300 


EPROM (verpackt) 


EPROM (packed) 


EPROM (emballee) 






Ab Maschine- 


From mach.-no.: 


A partir de no. de machine: 






Nr. 1 uyyoouuouuy 


1 09955005009 


109955005009 




351 83301 


trKUM (verpackt) 


EPROM (packed) 


EPROM (emballee) 




o51 7^D^4 


Tur rechts kpi. 


Door right, ass. 


Porte droite cpl. 






scnwarz/grau kjo 


black/arev GB 


noire/arise GB 




o5172d2o 


Tur rechts kpi. 


Door right, ass. 


Porte droite cpl. 






scnwarz/grau ut\ 


black/arev DK 


noire/grise DK 






Tiir rechts kpi. 


Door riaht ass 


Porte droite col. 






schwarz/grau F 


black/grey F 


noire/grise F 




35172607 


Tur rechts kpi. 


Door right, ass. 


Porte droite cpl. 






schwarz/grau B 


black/grey B 


noire/grise B 




35172608 


Tur rechts kpi. 


Door right, ass. 


Porte droite cpl. 






schwarz/grau NL 


black/grey NL 


noire/grise NL 






Bis Maschine-Nr.: 


Up to mach.-no.: 


Jusqu' a no. de machine: 






1 nQQt^RnnRnnft 
1 uyyoouuouuo 


109955005008 


109955005008 




47180500R 


VMC-Board recycled 


VMC-Board recycled 


Platine VMC FB55 






Ab Maschine- 


From mach.-no.: 


A partir de no. de machine: 






Nr. 109955005009 


109955005009 


109955005009 




471 805001 R 


VMC-Board recycled 


VMC-Board recycled 


Platine VMC FB55 



TTSpD In der rechten Tiir enthaltene Bedientaster und Wechselschilder siehe Seite 25 - 27 
jpi^ Operating buttons and labels which are incl. in the right door see page 25 - 27 

Touches de commande et plaques echangeables pour la porte droite voir page 25 - 27 
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Pos./ 
Fig. 



Artikel Nr./ 
Part No. 

35172628 



35191405 



Bezeichnung 
D 

Tiir rechts kpl. 
cremeweiR D 

wie Tur rechts schwarz/ 

grau jedoch anstelle von 

Pos. 01 /a3 

Tur rechts verstarkt 

cremeweiB 



Designation 
GB 

Door riglit, ass. 
creme wliite D 

as door right black/grey 

but instead of 

Pos. 01 /a3 

Door right reinforced 

creme white 



Designation 
F 

Porte droite cpl. 
blanc creme D 

comme la porte droite, cpl. 
noire/grise mais au lieu de 
pos. 01 /a3 

Porte droite renforcee 
blanc creme 



35172629 



Tiir reclits kpl. 
cremeweiB DK 



Door riglit, ass. 
creme white DK 



Porte droite cpl. 
blanc creme DK 



35172630 



Tur rechts kpl. 
cremeweiB GB 



Door right, ass. 
creme white GB 



Porte droite cpl. 
blanc creme GB 



35172631 



Tur rechts kpl. 
cremeweiB F 



Door right, ass. 
creme white F 



Porte droite cpl. 
blanc creme F 



35172632 Tiir rechts kpl. 
saphirblau D 

wie Tur rechts schwarz/ 
grau jedoch anstelle von 
Pos. 01 /a3 
35191406 Tur rechts verstarkt 
saphirblau 

35172633 Tiir rechts kpl. 
saphirblau DK 

35172634 Tiir rechts kpl. 
saphirblau GB 

35172635 Tiir rechts kpl. 
saphirblau F 

35172601 Tur rechts kpl. rot NL 

wie Tur rechts schwarz/ 
grau jedoch anstelle von 
Pos. 01 /a4 

351 91 401 Tur rechts verstarkt 
karminrot 

35172602 Tur rechts kpl.blau NL 

wie Tur rechts schwarz/ 
grau jedoch anstelle von 
Pos. 01 /a3 

351 91 402 Tur rechts verstarkt 
ultramarinblau 



Door right, ass. 
saphire blue D 

as door right black/grey 
but instead of 
Pos. 01/a3 

Door right reinforced 
saphire blue 

Door right, ass. 
saphire blue DK 

Door right, ass. 
saphire blue GB 

Door right, ass. 
saphire blue F 

Door right, ass. red NL 

as door right black/grey 

but instead of 

Pos. 01 /a4 

Door right reinforced 

carmine red 

Door right, ass. blue NL 

as door right black/grey 
but instead of Pos. 01/a3 

Door right reinforced 
Ultramarine blue 



Porte droite cpl. 
bleu saphire D 

comme la porte droite, cpl. 
noire/grise mais au lieu de 
pos. 01 /a3 

Porte droite renforcee 
bleu saphire 

Porte droite cpl. 
bleu saphire DK 

Porte droite cpl. 
bleu saphire GB 

Porte droite cpl. 
bleu saphire F 

Porte droite cpl. rouge NL 

comme la porte droite, cpl. 
noire/grise mais au lieu de 
pos. 01 /a4 

Porte droite renforcee 
rouge carmin 

Porte droite cpl. bleu NL 

comme la porte droite, cpl. 
noire/grise mais au lieu de 
pos. 01 /a3 

Porte droite renforcee 
bleu roi 



In der rechten Tiir enthaltene Bedientaster und Wechselschilder siehe Seite 25 - 27 
Operating buttons and labels which are incl. in the right door see page 25 - 27 
Touches de commande et plaques echangeables pour la porte droite voir page 25 - 27 
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Pos./ 
Fig. 



Artikel Nr./ 
Part No. 

35172609 



35191401 



Bezeichnung 
D 

Tiir rechts kpl. rot D 

wie Tijr rechts schwarz/ 

grau jedoch anstelle von 

Pos. 01 /a4 

Tijr rechts verstarkt 

karminrot 



Designation 
GB 

Door righit, ass. red D 

as door right black/grey 

but instead of 

Pos. 01/a4 

Door right reinforced 

carmine red 



Designation 
F 

Porte droite cpl. rouge D 

comme la porte droite, cpl. 
noire/grise mais au lieu de 
pos. 01/a4 

Porte droite renforcee 
rouge carmin 



351 7261 Tijr rechts kpl rot GB 

wie Tur rechts schwarz/ 
grau jedoch anstelle von 
Pos. 01 /a4 
351 91 401 Tur rechts verstarkt 
karminrot 



Door right, ass. red GB Porte droite cpl. rouge GB 



as door right black/grey 

but instead of 

Pos. 01 /a4 

Door right reinforced 

carmine red 



comme la porte droite, cpl. 
noire/grise mais au lieu de 
pos. 01 /a4 

Porte droite renforcee 
rouge carmin 



35172622 Tur rechts kpl. schwarz/ 
grau T 

wie Tiir rechts schwarz/ 
grau 



Door right, ass. black/ 
grey T 

as door right black/grey 



Porte droite cpl. noire/grise T 

comme la porte droite, cpl. 

noire/grise 



March, 2000 
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Pos./ 


Artikel Nr./ 


Bezeichnung 


Designation 


Designation 


Fig. 


Part No. 


D 


GB 


F 


0i/a7 


O C H "70 or\A 

35178800 


Bedientaster Kaffee 


Operating button coffee 


Touche cafe 


02/a7 


35178801 


Bedientaster Mokka 


Operating button mocha 


Touche moka 


03/a7 


35178802 


Bedientaster Starke 


Operating button strength 


Touche dosage des boissons 


\jA-ldil 


obi /ooOo 


Bedientaster Multibruh 


Operat. button multibrew 


Touche de distribution cafetiere 


uo/a/ 


ool /oo04 


Bedientaster HeiBwasser 


Operat. button hot water 


Touche eau chaude 


{Jo/ Si/ 


ool /ooOo 


Bedientaster Tee 


Operating button tea 


Touche the 


u//a/ 


ool 83/00 


Wechselschild Multibruh/ 


Label plate multibrew/ 


Plaque echangeable distribution 






oiarKe - nl 


strength - NL 


cafetiere / dosage -NL 


08/a7 


35183701 


Wechselschild HeiBwas - 


Label plate hot water / 


Plaque echangeable eau 






ser / Mokka - NL 


mocha - NL 


chaude / moka - NL 


Oy/a/ 


OC ^ 007A0 

3o1o370ii 


Wechselschild Kaffee NL 


Label plate coffee - NL 


Plaque echangeable cafe - NL 




OC1 Q07n0 

oOloo/Uo 


vvecnseiscniia neiowas- 


Laoei piate not water / 


riaque ecnangeaoie eau 






ser / Tee - NL 


4-/-tn Kll 

tea - NL 


chaude / the - NL 




ool /yuuo 


Wechselschild Multibruh/ 


Label plate multibrew/ 


Plaque echangeable distribution 






otarKe -u 


strength - D 


cafetiere / dosage -D 




35179001 


Wechselschild HeiBwas - 


Label plate hot water / 


Plaque echangeable eau 






ser / Mokka - D 


mocha - D 


chaude / moka - D 




OC H "7nnno 
ool /yUU^: 


Wechselschild Kaffee D 


Label plate coffee - D 


Plaque echangeable cafe - D 




OKI TQnno 


vvecnseiscniiu neiowas- 


Laoei piate not water / 


riaque ecnangeaoie eau 






ser / Tee - D 


tea - u 


chaude / the - D 




OC i Qocnn 
oOloooUU 


Wechselschild Multibruh/ 


Label plate multibrew/ 


Plaque echangeable distnbution 






otarKe -<jd 


sirengtn - ub 


cafetiere / dosage -GB 




351 83501 


Wechselschild HeiBwas - 


Label plate hot water / 


Plaque echangeable eau 






ser / MOKKa - tab 


mocha - GB 


chaude / moka - GB 




ocH oocr\o 

35183502 


Wechselschild Kattee 


Label plate coffee - ub 


Plaque echangeable cafe - GB 


_ 


35183503 


Wechselschild HeiBwas- 


Label plate hot water / 


Plaque echangeable eau 






ser / Tee - GB 


tea - GB 


chaude / the - GB 




OC ^ OOCA^I 

OOlooO04 


Wechselschild HeiBwas- 


Label plate hot water - 


Plaque echangeable eau 






ser - 1 asse i ee 


cup of tea 


cnauae - tasse tne 




OC -t QOCAC 

ooloooUo 


Wechselschild Becher 

1 ee 


Label plate mug of tea 


Plaque echangeable gobelet the 




0C01 oQfin 
OO^ I osuu 


vvecnsGiscniiu iviuiiiurun/ 


Lauci piaic muliiurew/ 


riaque ecnangeauie uisiriouiion 






Starke -T 


Strength - T 


cafetiere / dosage -T 




35214000 


Wechselschild HeiBwas - 


Label plate hot water / 


Plaque echangeable eau 






ser / Mokka - T 


mocha - T 


chaude / moka - T 




35214100 


Wechselschild Kaffee T 


Label plate coffee - T 


Plaque echangeable cafe - T 
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Pos./ 


Artikel Nr./ 


Bezelchnung 


Designation 


Designation 


Fig. 


Part No. 


D 


GB 


F 


10/ao 




Wechselschild Multibruh/ 


Label plate mutibrew/ 


Plaque echangeable distribution 






otarke -UK 


Strength - UK 


cafetiere / dosage -DK 


11 /a8 


35183801 


Wechselschild HeiBwas - 


Label plate hot water / 


Plaque echangeable eau 






ser / Mokka - DK 


mocha- DK 


chaude / moka - DK 






wecnssiscniici Kanee UK 


Label plate coffee - DK 


Plaque echangeable cafe - DK 


1 o/ac5 


OKI QOQnO 

oOl oooUo 


vvecnseiscniia neiowas- 


Lauei piate not water / 


riaque ecnangeauie eau 






ser / Tee - DK 


tea - UK 


y\^y^■■y^|y^ / 

cnauoe / tne - uk 




OC i OA OOO 


Wechselschild Multibruh/ 


Label plate mutibrew/ 


Plaque echangeable distribution 






otarKe -b 


strength - B 


cafetiere / dosage -B 


_ 


35184201 


Wechselschild HeiBwas - 


Label plate hot water / 


Plaque echangeable eau 






ser / Mokka - B 


mocha - B 


chaude / moka - B 




OC H o /I ono 
obi o4iiOi; 


Wechselschild Kaffee B 


Label plate coffee - B 


Plaque echangeable cafe - B 




oci Q/1 ono 


Vvecnseiscniia neiiswas- 


Label plate hot water / 


Plaque echangeable eau 






ser / Tee - B 


tea - b 


chaude / the - B 




OC H Qoonn 

ooiooyuu 


vvecnseiscniia iviuitiDrun/ 


Label plate mutibrew/ 


Plaque echangeable distribution 






oiarKe -o 


strength - S 


cafetiere / dosage -S 




35183901 


Wechselschild HeiBwas - 


Label plate hot water / 


Plaque echangeable eau 






ser / Mokka - S 


mocha- S 


chaude / moka - S 




OCH oonAO 
OOlooyOii 


Wechselschild Kaffee S 


Label plate coffee - S 


Plaque echangeable cafe - S 




OKI QOQnO 

ool ooyuo 


vvecnseiscniia neiowas- 


Laoei piate not water / 


riaque ecnangeauie eau 






ser / Tee - S 


tea - o 


chaude / the - S 




OK -t Qocnn 


Wechselschild Multibruh/ 


Label plate mutibrew/ 


Plaque echangeable distribution 






otarKe -r 


strength - F 


cafetiere / dosage -F 




35183601 


Wechselschild HeiBwas - 


Label plate hot water / 


Plaque echangeable eau 






ser / Mokka - F 


mocha- F 


chaude / moka - F 




ool 83602 


Wecnselscnild Kanee r 


Label plate coffee - 1- 


Plaque echangeable cafe - F 




OO 1 OOOUO 




LdUcI pidLc ilUL WaLci / 


Plo/^i ^^hio n/^Asl^lA Aoi i 
r idqUc cUlldliycdUic cdU 






ser / Tee - F 


tea - F 


chaude / the - F 


14/a8 


35178700 


Taster schwarz 


Push button black 


Touche noire 


15/a8 


35171900 


Wechselschild schwarz 


Label plate black 


Plaque echangeable distribution 
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Pos./ Artikel Nr./ Bezeichnung Designation Designation 

Fig. Part No. D GB F 

01/a9 35171000 Kaffeesatzbehalter Coffee grounds container Recipient du marc de cafe 

02/a9 35173200 Kannentrage Pot carrier Porte-cafetiere 

03/a9 35172900 Tropfscliale, l(pl. Drip tray, ass. Bac egouttoir cpl. 

04/a9 35171400 Tropfschale Drip tray Bac egouttoir 

05/a9 35170700 Deckel fur Tropfschale Cover for drip tray Couvercle du bac egouttoir 
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Pos./ 


Artikel Nr./ 


Bezelchnung 


Designation 


Designation 


Fig. 


Part No. 


D 


GB 


F 


00/a 1 


35173101 


Netzteii Kpi. 


Power supply , ass. 


Alimentation electrique cpl. 






bestehend aus: 


consisting of: 


compose de: 


oi/ai 


^ A"70"7 

L-0787 


Relais 


Relay 


Relais 


u^:/ai U 


A Ai OC 

A-U1 OD 


Facherscheibe 4,3mm 


Washer 4,3mm 


Rondelle a denture 4,3 mm 


Oo/ai 




bcnraube tabru M4xo 


Screw GEFU M4x8 


Vis GEFU M4x8 


04/a 1 


O C AO H AAA 

35031200 


Funkschutzfilter kpl. 


Radio interference filter cpl. Filtre antiparasitrage cpl. 


05/al 


O C H "7"70 A H 

35177801 


1 raio 230 V 


Transformer 230 V 


Transformateur 230 V 


Ob/ai 




Zugentlastung 


Strain relief 


Decharae de traction 

L^WWl IU.I uw LI UWLIWI 1 


A"7 H A 

07/ai 


A AO yl O 

A-0o42 


L.-Kr.-schlitzschraube 


Cross slottpd srrpw with 


Vis a tpfp bombee a emoreinte 

V 1 O U LVy KJ\J 1 1 1 KJ \j w U w 1 1 1 k^l wl I 1 L w 






IVI4X25 


fillister head M4x25 


cruziforme 


Oo/ai 


r\ 4 AOO 

U-1 Ooo 


Steckschraubleiste 


Screw-plug fuse connector 


Barrette de raccordements 


An//^H r\ 


OnOAOH AA 

352021 00 


Distanzrolle 


Spacer roll 


Rouleau d'ecartement 


10/a10 


A-0136 


Facherscheibe 4,3mm 


Washer 4,3mm 


Rondelle a denture 4,3 mm 


11/a10 


A-0446 


Zyl.-Schraube mit 


Cheese head screw with 


Vis a tete cylindrique a six pans 






Innensechskant M4x35mm 


hpxanon sorket M4x35mm 


creux 


l2/al 


r~\ A ^ H "7 

U-01 1 7 


Netzkabel kpl. 


Mains cable with plug 


Cable d'alimentation cpl. 


1 o/ai 


OCAH AOAA 

ooO 10800 


Sicherungshalterkappe 5x20 


Fuse holder cap 5x20 


Capuchon de fusible 5x20 






Bis Maschinen-Nr.: 


Up to mach.-no.: 


Jusqu' a no. de machine: 






109955005008 


109955005008 


109955005008 


14/a10 


D-0682 


Sicherung 5x20 250 MA/T 


Fuse 5x20 250 MA/T 


Fusible 5x20 250 MA/T 






AD iviascninen-Nr. . 


From mach.-no. ! 


A Dartir de no de machine' 






109955005009 


1 09955005009 


1 09955005009 


14/a10 


D-0654 


Sicherung 0,315 A/T 


FiiciP n A/T 


Fiisihlp n T1 5 A/T 


15/a10 


35010700 


Sicherungshalter 


Fuse holder 


Support de fusible 


16/a10 


D-0843 


Kabeldurchfiihrung 


Cable protection bushing 


Passe-cable 




QC1 7K1 AA 

CO 1 / O 1 uu 


rvaueiuaum 


Cable harness 


Harnais de cables 






Netzteii FB 55 


Power supply FB 55 


Alimentation electrique FB 55 






Zusatzlich 


Additionally 


De plus 






(nicht in o. g. Baugruppe 


(not incl. in a. m. 


(non Indus dans le groupe ci- 






enthalten) 


assembly) 


dessus) 


17/a10 


35177300 


Einlaufventil 


Inlet valve 


Vanne d'entree 


18/a10 


35003400 


Winkeltulle 


Angular spout 


Douille a tige 


19/a10 


0902661 1 


Schraube GEFU M4x8 


Screw GEFU M4x8 


Vis GEFU M4x8 
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Pos./ 


Artikel Nr./ 


Bezelchnung 


Designation 


Designation 


Fig. 


Part No. 


D 


GB 


F 


uu/ai 1 




Dosiersystem kpl. 


Dosing system ass. 


Systeme de dosage cpl. 


oi/ai 1 


A-Obyo 


Schraube M4x20mm 


Screw Iv!4x20mm 


VIS M4XiiUmm 




A-Uboo 


U-Scheibe 4,3mm 


Washer 4,3mm 


Rondelle 4,3mm 


Uo/ai 1 


o c n~7>i on H 

ooU/4oUl 


Ruhrdraht 


Agitator wire 


Fil agitateur 


U4/ai 1 


ooU/4/UU 


riunrer 


MlXGr 


Agitateur 


05/a1 1 


OOCH ~7~7 

39517700 


Ruhrrad 


Mixer wheel 


Roue agitateur 


Ub/ai 1 


ooUl ooUU 


Dichtung fur Boden 


(jasKei 


Joint du fond 


o//ai 1 


oo0/4o00 


PulvGrbGhaltGrbodGn 


BasG for powdGr 


Fond du recipient de 








container 


poudre 


Uo/ai 1 


A-U/oU 


ocnrauDe tju i ^d^ixomm 


ocrew tJU 1 iLiLxowwn 


VIS LJU 1 iLiLXoWWn 


Oy/ai 1 




SichGrungsring 


Locking ring 


Anneau de securite 


1 u/ai 1 


OCAnH 7AA 

oboyi /OO 


Lenkmutter 


Steering nut 


Ecrou de direction 


1 l/al 1 


3951 7900 


Pulverschnecke 


Powder worm 


Vis de poudre 


12/a11 


39247100 


PulvGrtullG rostfrGi 


Powder nozziG (rust 


Douille de poudre (inox) 








resisting) 




13/a11 


35096600 


Pulvertulle 


Powder nozzle 


Douille de poudre 


14/a11 


35094500 


MitnGhmGr 


Driver 


EntraTneur 


1 o/ai 1 


A Hi 7/1 


Di.-ocnrauDG b ^,yxy,o 


1 apping scrGw d ^,yxy,o 


VIS ae toiG D ^,yxy,o 






^usaiziicn 


Auoiiionaiiy 


ue pius 






(nicht in o. g. BaugruppG 


(not incl. in a. m. 


(non Indus dans le groupi 






GnthaltGn) 


assGmbly) 


ci-dessus) 


16/a11 


35066500 


Spannring 


Clamping ring 


Anneau tendeur 


17/a11 


39566400 


Produktbehalter PC 


Product container, PC 


Recipient pour produit, PC 


18/a11 


35170900 


DGCkel fur Produkt- 


Cover for product 


Couvercle du recipient 






bGhaltGr PC 


container, PC 


pour produit, PC 






Option 


Option 


Option 


1 y/ai 1 


OC ACE AAA 

joOboOOO 


ProduktbGrialtGr Glas 


Product containGr, glass 


Recipient pour produit, ve 


dU/Sil 1 


OK -t 77QAA 


Deckel fur Produkt- 


Cover for product 


Couvercle du recipient 






uenaiter uias Kpi. 


container, ass. glass 


pour produit, cpl. verre 






□esienena aus. 


consisting of: 


compose de: 


21/a11 




Deckel fur Produkt- 


Cover for product container Couvercle du recipient 






behalter Glas 




pour produit 


22/a11 


35001900 


Dichtung fur Produkt- 


Sealing for product 


Joint du recipient pour 






bGhaltGr Glas 


container 


produit 
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Pos./ Artikel Nr./ 
Fig. Part No. 

01/a12 30435900 



02/a12 09026610 

03/a12 30448200 

04/a12 35019200 

05/a12 09181304 

06/a12 35021400 

07/a12 35210300 

08/a12 35010001 

09/a12 - 

10/a12 - 

11/a12 - 

12/a12 - 



Bezeichnung 
D 

Konsole fur Produkt- 
behalter, kpl. 

bestehend aus: 

Schraube GEFU M4x6 
Gleitstuck fur Papierrolle 

Ansatzschraube M4x10 
Sicherungsmutter M4 
Schutzkappe fur Riegel 

Abdeckstopfen 1 mm 

Halter f . Auslaufstutzen 
kpl. 

bestehend aus: 
Halter fur Auslauf 

Auslaufarm 
Kerbstift 2,5x12 
Gelenk fur Auslaufarm 



Designation 
GB 

Console for product 
container, ass. 

consisting of: 

Screw GEFU M4x6 
Slider for paper roll 

Screw M4x1 
Safety nut M4 
Protective cap 

covering plug 



Designation 
F 

Support du recipient pour 
produit cpl. 

compose de: 

Vis GEFU M4x6 

Piece glissante pour rouleau de 

filtre papier 

Boulon a embase M4x1 
Contre-ecrou M4 
Capuchon de protection pour 
verrou 

bouchon de couverture 



Support f . delivery spout, Support pour douille de 



ass. 

consisting of: 
Support f. outlet 

Outlet carrier 
Grooved pin 2,5x12 
Joint for outlet carrier 



distribution cpl. 

compose de: 

Support pour tenant de 

distribution 

Bras de distribution 

Goupille cannelee 2,5x12 

Articulation pour tenant de 

distribution 



35176700 
13/a12 35021400 



14/a12 35214400 



15/a12 - 

13/a12 35021400 



Bis Masch.-Nr.: 
109955004964 
Stopper fur Auslaufarm 
Schutzkappe, rot 
Ab Masch.-Nr.: 
109955004965 
Stopper f . Auslaufarm 
kpl. 

bestehend aus: 
Stopper fur Auslaufarm 
Schutzkappe, rot 



Up to mach.-no.: 
109955004964 
Stopper f. outlet carrier 
Protective cap, red 
From mach.-no.: 
109955004965 
Stopper f . outlet carrier, 
ass. 

consisting of: 
Stopper f. outlet carrier 
Protective cap, red 



Jusqu' a no. de machine: 

109955004964 

Arret pour tenant de distribution 
Capuchon de protection, rouge 
A partir de no. de machine: 
109955004965 
Arret pour tenant de 
distribution cpl. 
compose de: 

Arret pour tenant de distribution 
Capuchon de protection, rouge 



16/a12 39520500 

17/a12 30434700 

18/a12 39521200 

19/a12 39470504 

20/a12 35019600 

21/a12 09187710 



Zusatzlich 

(niclit in 0. g. Baugruppe 
enthalten) 

Auslaufstutzen 
Wassereinlauf f. Bruher 
Uberlaufsperre fur 
Kaffeeauslauf 
Schlauch (zum Bruher- 
ventil) 

Schlauch (zum Hei(3- 
wasserventil) 
Schraube M4x8 



Additionally 
(not incl. in a. m. 
assembly) 

Delivery spout 
Water inlet for brewer 
Overflow stop for coffee 
delivery 

Hose (to brewer valve) 

Hose (to hot water 
valve) 

Screw M4x8 



De plus 

(non Indus dans le groupe 
ci-dessus) 

Douille de distribution 
Entree d'eau pour infuseur 
Blocage de debordement de 
cafe 

Flexible (a vanne de I'infuseur ) 

Flexible (pour vanne de I'eau 

chaude) 

Vis M4x8 
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Pos./ 


Artikel Nr./ 


Bezeichnung 


Designation 


Designation 


Fig. 


Part No. 


D 


GB 


F 


uu/aio 




l\6SS6l Kpi. d,lKMv 


DOiisr, ass. z.ikmv 


unauTie-eau cpi. 






bestehend aus: 


consisting of: 


compose de: 


0i/ai3 


35003600 


Kesseldeckeleinsatz 


Boiler top unit insert 


Insert du couvercle de 






^siene uori^ 


(see there) 


chauffe-eau (voir ci-dessous) 




oouuoouu 


uueriauTaecKei 


Overflow lid 


Couvercle de trop-plein 


no /o H o 


ooUUoiiUU 


Uberlaufklappe 


Overflow flap 


Trappe de trop-plein 


(J4/al o 




Ersatzteilkesseldeckel 


Spare part boiler cover, ass.Couvercle du chauffe-eau de 






Kpi. iij/Kvv ^siene aon; 


2.7kW (see tfiere) 


rechange cpl. 2,7kW 










(voir ci-dessous) 


Ub/al o 


obUUI 401 


Kesselgehause 


Boiler housing 


Boitir du chauffe-eau 


Oo/ai o 


ooOOooOO 


Fuhlermuffe 


Sensor bushing 


Manchon de la sonde 


07/a1 3 


35008900 


Temperaturfuhler 


Temperature sensor 


Sonde de temperature 


08/al3 


35003900 


Isolierplatte 


Insulating plate 


Plaque isolante 


09/a1 3 


35016200 


Dichtung 


Gasket 


Joint 


io/ai 3 


35024800 


Distanzrohr 


Distance tube 


Tube d'ecartement 


1 \/3.\ O 


o5uuyuuu 


Auslaufventil 


Outlet valve 


Vanne de sortie 


1 d/Sil O 


OQ/I7/I Qno 
oy4/4oUi: 


ocniaucn 


Hose 


Flexible 


i3/ai 3 


39474802 


bchlaucn 


Hose 


Flexible 


l4/al3 


U-0022 


bchlaucn 


Hose 


Flexible 


lo/alo 


r-051 9 


Temperaturbegrenzer 


Temperature limiter 


Limiteur de temperature 


16/a13 


A-0324 


Ablaufstopfen 


Outlet plug 


Bouchon d'ecoulement 




OOU 1 ODUU 


truiiize riacnsi./riacnsi. 


Earth connector 


Cordon de terre/fiche plate 


- 


35013400 


Kabelbaum Kessel 


Cable harness boiler 


Harnais de cables chauffe-eau 




39470504 


Schlauch (zum Briiher- 


Hose (to brewer valve) 


Flexible (a vanne de I'infuseur ) 






ventil) 






oo/ai3 


35157000 


Kessel kpi. 2,okW 


Boiler, ass. 2.0kW 


Chauffe-eau cpl. 2,0kW 






wie rxessei Kpi. ^i./kw 


as Boiler, ass. 2.7kW 


comme la Chauffe-eau cpl. 






jedoch anstelle von Pos. 


but instead of Pos. 


2,7kW, mais au lieu de pos. 






04/a13 


04/a10 


04/a10 


U4/ai o 


oOOy /4UU 


Ersatzteilkesseldeckel 


Spare part boiler cover, ass.Couvercle du chauffe-eau de 






Kpi. <;.u KVv (siene uori^ 


2.0kW (see there) 


rechange cpl. 2,0kW 










(voir ci-dessous) 






Zusatzlich 


Additionally 


De plus 






(nicht in o. g. Baugruppe 


(not incl. in a. m. 


(non Indus dans le groupe 






eninaiien^ 


assembly) 


ci-dessus) 




39200215 


Schlauchklemme 


Clamp for hose 


Serre - flexible 


17/a13 


35027300 


Diclitbuchse often 


Sealing bush (only in case 


Douille d'etancheite ouverte 






(nur im Ersatzteilfall) 


of ordering spare parts) 


(uniquement en cas de 



commande de pieces 
detachees) 
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Pos./ Artikel Nr./ 
Fig. Part No. 

01/a14 35097200 



02/a14 35003400 
03/a14 - 
04/a14 - 

05/a14 A-0295 
06/a14 - 
07/a14 - 
08/a14 35081300 
09/a14 35080400 
35039800 

35013300 



10/a14 35017300 



Bezeichnung 
D 

Kesseldeckel 2,7kW 

bestehend aus: 

Winkeltijlle 

Heizungsaufhangung 

Trockengehschutz 

Feder/Kapillarrohrbefest. 

Heizelement 

Kesseldeckel 

Fallrohr 

Fullstandselektrode, kpl. 
Kabelbaum LM7 fur 
Temperaturbegrenzer 
Kabelbaum Heizung 



Zusatzlich 

(nicht in o. g. Baugruppe 
enthalten) 

Schlauch 



Designation 
GB 

Boiler cover 2.7kW 

consisting of: 

Angular spout 
Suspension for heating 
Dry running protection 

Clip 

Heating element 
Boiler cover 
Inlet tube 

Water level sensor, ass. 
Cable harn. LM7 for 
temperature limiter 
Cable harn. heating 



Additionally 
(not incl. in a. m. 
assembly) 

Hose 



Designation 
F 

Couvercle du chauffe-eau 

2,7kW 
compose de: 

Douille atige 
Suspension du chauffage 
Protection centre le 
fonctionnement a sec 
Crampe 

Element de chauffage 
Couvercle du chaufe-eau 
Tuyau de descente 
Detecteur de niveau cpl. 
Harnais de cables LM7 pour le 
limiteur de temperature 
Harnais de cables du 
chauffage 

De plus 

(non inclus dans le groupe 
ci-dessus) 

Flexible 



00/a14 35097400 



06/a14 



Kesseldeckel 2,0kW 



wie Kesseldeckel 2,7kW 
jedoch anstelle von 
Pos. 06/a14 

Heizelement 230V, 2000W 



Boiler cover 2.0kW 



as boiler cover 2.7kW 
but instead of Pos. 

06/a1 2 

Heating element 230V, 
2000W 



Couvercle du chauffe-eau 
2,0kW 

comme la couvercle du 
chauffe-eau 2,7kW, mais au 
lieu de pos. 06/a12 
Element de chauffage 230V, 
2000W 



11/a14 35003600 



12/a14 B-0306 

09170516 



Kesseldeckeleinsatz 

bestehend aus: 

Schutzstopfen 
Schraube RX-PT 19x16 
Deckel fur Carber 
Griff fur Carber 
Halter fur Carber 
Membrane 



Boiler top unit insert 

consisting of: 
Plug 

Screw RX-PT 19x16 
Lid for carber 
Handle for carber 
Support for carber 
Diaphragm 



Insert du couvercle de 
chauffe-eau 

compose de: 

Bouchon de protection 
Vis RX-PT 19x16 
Couvercle du carber 
Poignee du carber 
Support du carber 
Membrane 
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Pos./ 
Fig. 



Artikel Nr./ 
Part No. 



35208900 



01/a15 35209000 



02/a15 35174200 



03/a15 35174300 



Bezeichnung 
D 

Kabelbaume 

Kabelbaum 
Netzteil-Relais 

Kabelbaum PI 
VMC-Netzteil 

Kabelbaum P2 
Sicherheitsschalter 

Kabelbaum P3A/P3B 
Bruher 



Designation 
GB 

Cable tiarnesses 

Cable harness 
Power Supply-Relay 

Cable harness PI 
VMC-Power supply 

Cable harness P2 
Safety switch 

Cable harness P3A/P3B 
Brewer 



Designation 
F 

Harnais de cables 

Harnais de cables 
alimentation electrique-relais 

Harnais de cables PI 
commande electronique (VMC) 

Harnais de cables P2 
interrupteur de securite 

Harnais de cables P3A/P3B 
infuseur 



04/a15 35174400 



Kabelbaum P4 
Kessel 



Cable harness P4 
Boiler 



Harnais de cables P4 
chauffe-eau 



05/a15 35174500 



Kabelbaum P5 
Sensoren 



Cable harness P5 
Sensors 



Harnais de cables P5 
detecteurs 



06/a15 



35174600 
35181700 



Kabelbaum Zahlwerk P6 Cable harness counter P6 Harnais de cables compteur P6 



07/a15 35187900 



10/a15 35023200 



08/a15 G-6973 



Kabelbaum LP 
Tropfschalensensor 

Kabelbaum P7 Cashflow 
Mijnzer 

Kabelbaum Munzmodul P10 
Bedienpanel 

Kabelbaum MCB P8 
Executive Data 



Cable harness LP 
drip tray sensor 



Harnais de cables LP 
detecteur bac egouttoir 



Cable harness P7 cashflow/ Harnais de cables P7 



coin acceptor 

Cable harness coin 
acceptor/operating unit 

Cable harness MCB P8 
executive data 



cashflow/monnayeur 

Harnais de cables module 
monnayeur/unite commande 

Harnais de cables MCB P8 
Executive Data 



09/a15 35188000 



Kabelbaum P11 
Lufter 



Cable harness P11 
ventilator 



Harnais de cables P11 
Ventilateur 



07/a15 35187800 



35175100 



Kabelbaum NRIG13 P7 
Mijnzer 

Kabelbaum Netzteil 



Cable harness NRIG13P7 
coin adaptor 



Harnais de cables NRl G13 P7 
Monnayeur 



Cable harness power supplyHarnais de cables alimentation 

electrique 



35039800 



Kabelbaum LM7 
Trockengehschutz 



Cable harness LM7 dry 
running protection 



Harnais de cables LM7 du 
protection centre le 
fonctionnement a sec 



35013300 



35013400 



Kabelbaum Heizung 



Kabelbaum Kessel 



Cable harness heating 



Cable harness boiler 



Harnais de cables du 
chauffage 

Harnais de cables du chauffe- 
eau 



35207000 



Nur bis Masch.Nr.: 
109955005008 
Kabelbaum Bruher Low 
Energy 



Only up to mach-no.: 
109955005008 
Cable harness brewer 
low energy 



Seulement jusqu' a no. de 
mach.:1 09955005008 
Harnais de cables infuseur 
low energy 
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Pos./ 


Artikel Nr./ 


Bezeichnung 


Designation 


Fig. 


Part No. 


D 


GB 




35188100 


Satz Kodierrahmen 


Set adapter 






bestehend aus: 


consiting of: 


01/a16 


D-1105 


Kodierrahmen 6 pol. 


Adapter 6 pol. 


02/a16 


D-1077 


Kodierrahmen 5 pol. 


Adapter 4 pol. 


03/a16 


D-1108 


Kodierrahmen 8 pol. 


Adapter 8 pol. 


04/a1 6 


D-1075 


Kodierrahmen 4 pol. 


Adapter 4 pol. 


05/a16 


D-1079 


Kodierrahmen 8 pol. 


Adapter 8 pol. 


06/a16 


D1069 


Kodierrahmen 6 pol. 


Adapter 6 pol. 


07/a1 6 


D-1071 


Kodierrahmen 8 pol. 


Adapter 8 pol. 


08/a16 


D-1072 


Kodierrahmen 10 pol. 


Adapter 10 pol 


09/a16 


D-1099 


Kodierrahmen 4 pol. 


Adapter 4 pol. 


10/a16 


D-1066 


Kodierrahmen 3pol. 


Adapter 3 pol. 




35188200 


Satz Federleisten 


Set plug 






bestehend aus: 


consisting of: 


11/a16 


D-1053 


Federleiste 6 pol. 


Plug 6 pol. 


12/a16 


D-1052 


Federleiste 5 pol. 


Plug 5 pol. 


13/a16 


D-1054 


Federleiste 8 pol. 


Plug 8 pol. 


14/a16 


D-1095 


Federleiste 4 pol. 


Plug 4 pol. 


15/a16 


D-1054 


Federleiste 8 pol. 


Plug 8 pol. 


16/a16 


D-1045 


Federleiste 6 pol. 


Plug 6 pol. 


17/a16 


D-1047 


Federleiste 8 pol. 


Plug 8 pol. 


1 o/a 1 o 


U- 1 U'l-o 


reaeneisie lu poi. 


Dli in 1 A r\r\l 

rlug 1 u poi. 


19/a16 


D-1043 


Federleiste 4 pol. 


Plug 4 pol. 


20/a1 6 


D-1042 


Federleiste 3pol. 


Plug 3 pol. 



Designation 
F 

Jeu de connecteurs 
multibroche 

compose de: 

Connecteur multibroche a 
6 poles 

Connecteur multibroche a 

4 poles 

Connecteur multibroche a 

8 poles 

Connecteur multibroche a 
4 poles 

Connecteur multibroche a 
8 poles 

Connecteur multibroche a 

6 poles 

Connecteur multibroche a 
8 poles 

Connecteur multibroche a 
10 poles 

Connecteur multibroche a 

4 poles 

Connecteur multibroche a 
3 poles 

Jeu de f iches multibroches 

compose de: 

Fiche multibroche a 6 poles 
Fiche multibroche a 5 poles 
Fiche multibroche a 8 poles 
Fiche multibroche a 4 poles 
Fiche multibroche a 8 poles 
Fiche multibroche a 6 poles 
Fiche multibroche a 8 poles 
Fiche multibroche a 1 poles 
Fiche multibroche a 4 poles 
Fiche multibroche a 3 poles 
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Pos./ Artikel Nr./ 
Fig. Part No. 



01/a17 D-0977 

35199400 
02/a17-a 35195400 
03/a17-a- 



Bezeichnung 
D 

Diverse Telle 

Fl-Sicherheitsschalter 
(nur fur Deutschland) 

Service Schalterblech kpl. 

bestehend aus: 
Klebeschild Spannung 
fur Service Schalterblech 
Service Schalterblech 



Designation 
GB 

Miscellaneous parts 

Fault current safety switch 
(for Germany only) 

Service switch plate ass. 

consisting of: 

Label 

for Service switch plate 
Service switch plate 



Designation 
F 

Pieces diverses 

Disjoncteur electrique 
(uniquement pour rAllemagne) 

Tole de touches service cpl. 

compose de: 

Etiquette adhesive tension pour 
la tole de touches service 
Tole de touches service 



04/a1 7-b 35034000 Wasserdruck-MeBgerat 



05/a17-c F-0374 
06/a17-d A-0851 

07/a17-e 35188400 
39628017 



Wasserstopventil 

Schraubendreher fur 
Sicherheitstorx 

Halter fur MeBbecher 

Euro Lock Schlussel Tur 
Typ17 



Water pressure 
manometer 

Water stop valve 

Screw driver for safety 
torx 



Manometre, mesurant la 
pression de I'eau 

Vanne d 'arret d'eau 

Tournevis pour vis torx 



Support for measuring cup Support de la moque 



Euro lock key door 
type 1 7 



Cle Euro Lock porte type 17 



39521 200 Uberlaufsperre fur Kaf- 
feeauslauf 



Overflow stop for coffee Blocage pour la sortie 
delivery de cafe 
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Pos./ Artikel Nr./ 


Bezeichnung 


Designation 


Fig. Part No. 


D 


GB 




Bedienunqsanleitunqen, 


User IVIanuals, Service 




Service Handbucher und 


lUlanuals and Reference 




Kurzanleitungen 


Cards 


00^:1 UyUU 


Bedienungsanleitung D 


User Manual D 


oOdi I UUU 


beuienungsanieiiung ob 


user Manual ob 


ocoH H H nn 
00^:1 IIUU 


Bedienungsanleitung S 


User Manual S 


OCOH H Onn 


Bedienungsanleitung DK 


User Manual DK 




beaienungsanieitung 


user Manual 




uallery 100 NL 


Gallery 100 NL 


35211400 


Bedienungsanleitung F 


User Manual F 


OCOH H or\r\ 
OO^I 1 oOO 


Bedienungsanleitung 


User Manual 




Gallery 1 00 F 


Gallery 100 F 


OCOH H ~7 A r\ 

35211700 


Bedienungsanleitung 


User Manual 




DCC Freshbrew 100 NL 


DCC Freshbrew 100 NL 


OCOH H 

3521 1 600 


Bedienungsanleitung 


User Manual 




DCC Freshbrew 100 DK 


DCC Freshbrew 100 DK 


OCOH COOO 

3521 5300 


Bedienungsanleitung DCC 


User Manual DCC 




Freshbrew 1 00 F 


Freshbrew 100 F 


35215500 


Bedienungsanleitung DCC 


User Manual DCC 




Freshbrew 100 GB 


Freshbrew 1 00 GB 


OCOH COOO 

35215800 


Bedienungsanleitung DCC 


User Manual DCC 




Freshbrew 1 00 D 


Freshbrew 100 D 


OCOH f^r\r\r\ 

35216000 


Bedienungsanleitung T 


User Manual T 


OCOH H o/*\r\ 

35211900 


Service-Handbuch Gallery 


Service Manual Gallery 




100 / DCC D 


A oo / nv/^/^ r\ 

100 / DCC D 


OCOH OOOO 

35212000 


Service-Handbuch Gallery 


Service Manual Gallery 




100 / DCC GB 


100 / DCC GB 


OCOH O H OO 

35212100 


Service-Handbuch Gallery 


Service Manual Gallery 




100 /DCC DK 


100/ DCC DK 


35212200 


Service-Handbuch Gallery 


Service Manual Gallery 




100 /DCC NL 


100 /DCC NL 


35212300 


Service-Handbuch Gallery 


Service Manual Gallery 




100/ DCCF 


100/ DCC F 


7H OC 


Kartenhalter 


Card holder 


OC OOO yl OO 

35203400 


Kurzanleitung Gallery 100 NL Reference Card Gallery 






100 NL 


35203500 


Kurzanleitung Gallery 100 F Reference Card Gallery 






100 F 


ocoooooo 

35203300 


Kurzanleitung DK 


Reference Card DK 


35203200 


Kurzanleitung DCC 


Reference Card DCC 




Freshbrew 100 NL 


Freshbrew 100 NL 


35210500 


Kurzanleitung D, WA 


Reference Card D, WA 


35210700 


Kurzanleitung DCC 


Reference Card DCC 




Freshbrew 100 DK 


Freshbrew 100 DK 


35210600 


Kurzanleitung, GB, WA 


Reference Card GB, WA 


OCOH O /I A A 

35212400 


Kurzanleitung, F, WA 


Reference Card, F, WA 


OCOH C yl OO 

35215400 


Kurzanleitung DCC 


Reference Card DCC 




Freshbrew 100 F 


Freshbrew 100 F 


QC01 Kcnn 


Kurzanleitung DCC 


Reference Card DCC 




Freshbrew 100 GB 


Freshbrew 100 GB 


35215900 


Kurzanleitung DCC 


Reference Card DCC 




Freshbrew 1 00 D 


Freshbrew 100 D 


35216100 


Kurzanleitung FB55 T 


Reference Card FB55 T 



Designation 
F 

miode d'emploi. mianuel de 
service. Guide de poclie 



Mode d'emploi D 
Mode d'emploi GB 
Mode d'emploi S 
Mode d'emploi DK 
Mode d'emploi 
Gallery 100 NL 
Mode d'emploi F 
Mode d'emploi 
Gallery 100 F 
Mode d'emploi 
DCC Freshbrew 100 NL 
Mode d'emploi 
DCC Freshbrew 100 DK 
Mode d'emploi DCC 
Freshbrew 100 F 
Mode d'emploi DCC 
Freshbrew 100 GB 
Mode d'emploi DCC 
Freshbrew 100 D 
Mode d'emploi T 

Manuel de service Gallery 100 
/DCCD 

Manuel de service Gallery 100 
/ DCC GB 

Manuel de service Gallery 1 00 

/ DCC DK 

Manuel de service Gallery 100 
/ DCC NL 

Manuel de service Gallery 100 
/DCC F 

Porte carte 

Guide de poche Card Gallery 

100 NL 

Guide de poche Card Gallery 
100 F 

Guide de poche DK 
Guide de poche DCC 
Freshbrew 100 NL 
Guide de poche D, WA 
Guide de poche DCC 
Freshbrew 100 DK 
Guide de poche GB, WA 
Guide de poche F, WA 

Guide de poche DCC 
Freshbrew 100 F 
Guide de poche DCC 
Freshbrew 100 GB 
Guide de poche DCC 
Freshbrew 1 00 D 
Guide de poche FB55 T 
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Pos./ 


Artikel Nr./ 


Bezeichnung 


Designation 


Designation 


Fig. 


Part No. 


D 


GB 


F 




351 92600 


Lander kit rD55 u 


oountry kit rBoo u 


Kit du pays rBoo D 






bestehend ausi 


consisting of; 


compose dei 




A-U1 yo 


Dichtung 


Sealing 


Joint 


_ 


35043200 


Reduziernippel 3/4" 


Reducing nipple 


Nipple de reduction 




35097900 


Hahnverlangerung 


Stop cock lengthening 


Allonge de robinet 


oi/ai o 




Betatigungsstift 


Device for rinsing 


Instrument de rinQage 




35169700 


AnschluBschlauch 


Connecting hose 


Flexible de connexion 


- 


35210900 


Bedienungsanleitung - D 


Operating instructions -D 


Mode d'emploi -D 




o51o/ /UU 


DGipacKieiie rooo ubUo 


Ivit rooo UbUo 


Kit rDoi} UbOo 






uesienenu aus. 


consisiing ot. 


compose ae. 




A QO 


Dichtung 


Sealing 


Joint 






neuuziernippei ^^/'^ 


rieaucing nippie 


iNippie ae reauciion 




oous /yuu 


Hahnverlangerung 


Stop cock lengthening 


Allonge de robinet 




D i /I 


Betatigungsstift 


Device for rinsing 


Instrument de ringage 




ooiy^i/oo 


Anschlu Bschlauch 


Connecting hose 


Flexible de connexion 






vvanoauTnangung 


vvaii mouniing 


ouspension au mur 




35114400 


Sicherung fur Wandauf- 


Safety device of wall 


Securite pour suspension au 






hangung 


mounting 


mur 




09026616 


Schraube GEFU M4x25 


Screw GEFU M4x25 


Vis GEFU M4x25 




77175500 


Schlusselanhanger 


Support for key 


Support pour cle 



35192603 



A-0193 

35043200 

35097900 

B-1485 

35169700 

35211400 



Landerkit FB55 F 

bestehend aus: 

Dichtung 

Reduziernippel 3/4" 
Hahnverlangerung 
Betatigungsstift 
Anschlu Bschlauch 
Bedienungsanleitung - F 



Country kit FB55 F 

consisting of: 

Sealing 

Reducing nipple 
Stop cock lengthening 
Device for rinsing 
Connecting hose 
Operating instructions -F 



Kit du pays FB55 F 

compose de: 

Joint 

Nipple de reduction 
Allonge de robinet 
Instrument de ringage 
Flexible de connexion 
Mode d'emploi -F 



35216200 



A-0193 

35043200 

35097900 

B-1485 

35169700 

35216000 



Landerkit FB55 T 

bestehend aus: 

Dichtung 

Reduziernippel 3/4" 
Hahnverlangerung 
Betatigungsstift 
Anschlu Bschlauch 
Bedienungsanleitung - T 



Country kit FB55 T 

consisting of: 

Sealing 

Reducing nipple 
Stop cock lengthening 
Device for rinsing 
Connecting hose 
Operating instructions -T 



Country kit FB55 T 

consisting of: 

Sealing 

Reducing nipple 
Stop cock lengthening 
Device for rinsing 
Connecting hose 
Operating instructions -T 
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Pos./ 
Fig. 



Artikel Nr./ 
Part No. 

35192601 



A-0193 
35043200 
35097900 
01/a19 B-1485 

35169700 
35211200 
D-1082 



Bezeichnung 
D 

Lander kit FB55 DK 

bestehend aus: 

Dichtung 

Reduziernippel 3/4" 

Hahnverlangerung 

Betatigungsstift 

AnschluRschlauch 

Bedienungsanleitung-DK 

Netzadapter DK/F 



Designation 
GB 

Country kit FB55 DK 

consisting of: 

Sealing 

Reducing nipple 
Stop cock lengthening 
Device for rinsing 
Connecting hose 
Operating instructions-DK 
Mains adapter DK/F 



Designation 
F 

Kit du pays FB55 DK 

compose de: 

Joint 

Nipple de reduction 
Allonge de robinet 
Instrument de ringage 
Flexible de connexion 
Mode d'emploi -DK 
Adaptateur reseau 



35192602 



A-0193 

35043200 

35097900 

B-1485 

35169700 

35211000 

D-1083 



Landerkit FB55 GB 

bestehend aus: 

Dichtung 

Reduziernippel 3/4" 
Hahnverlangerung 
Betatigungsstift 
AnschluBschlauch 



Country kit FB55 GB 

consisting of: 

Sealing 

Reducing nipple 
Stop cock lengthening 
Device for rinsing 
Connecting hose 



Bedienungsanleitung- GB Operating instructions-GB 
Netzkabeladapter G B/F Mains cable adapter GB/F 



Kit du pays FB55 GB 

compose de: 

Joint 

Nipple de reduction 
Allonge de robinet 
Instrument de ringage 
Flexible de connexion 
Mode d'emploi -GB 
Adaptateur reseau 



65306300 


Hygienekit FB 55 Kaffee 


Exchange kit FB 55 coffee 


Kit d'hiygiene FB55 cafe 




bestehend aus: 


consisting of: 


compose de: 


39571200 


Tropfgitter 


Drip grid 


Grille egouttoir 


39571400 


Schale fur Tassentrage 


Tray f. drip grid 


Coupe pour porte tasse 


35023800 


Halter f. Siebplatte,kpl. 


Holder f. filter plate ass. 


Suppport de la plaque 








filtrante,cpl. 


35023901 


Bruhzylinder kpl. 


Brewer cylinder.ass. 


Cylindre infuseur.cpl. 


35023601 


Schaber kpl. 


Scraper ass. 


Racleur ass. 
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Pos./ Artikel Nr./ 
Fig. Part No. 

01/a20 35028000 
35114400 

02/a20-a 65301500 

03/a20-a 30394800 
04/a20-a 09026625 



Bezeichnung 
D 



Designation 
GB 



Carber-Schwamm kp\. Carber sponges, ass. 



Kit Sicherung fur 
Wandaufhangung 

Kit Wandaufhangung 

bestehend aus: 

Wandaufhangung 

Schraube 



Kit safety device of 
wall mounting 

Kit wall mounting 

consisting of: 
Wall mounting 
Screw 



Designation 
F 

Eponge du carber cpl. 

Kit securite pour suspension 
au mur 

Kit suspension au mur 

compose de: 
Suspension au mur 
Vis 



65304500 

35188000 

05/a20-c G-6932 
06/a20-c A-0077 



Kit Lijfter 

bestehend aus: 

KB. P1 1 Lijfter 

Lufter mit Stecker 

Skt.-Blech-Schraube 

4,8x9,5 



Kit ventilator 

consisting of: 

Cable harness P1 1 

Ventilator 
Ventilator incl. pin 
Tapping screw 4,8x9,5 



Kit ventilateur 

compose de: 

Harnais de cable P1 1 

Ventilateur 

Ventilateur avec fiche 
Vis a six pans 4,8x9,5 



07/a20-b 35180600 



35022001 
35015415 
35174600 

35022903 
08/a20-b A-0083 



35022001 
35022903 
A-0083 



Kit Zahlwerk FB 55 

bestehend aus: 

Zahlwerk mit Steckstift 
BU-Gehause 15 Pol. 
Kabelbaum P6 Zahl- 
werke 

Schilder fur Zahlwerk 
Senkschraube M3x6 



Dm ein zusatzliches 

Zahlwerk einzusetzen, 
werden folgende Telle 
benotigt: 

Zahlwerk mit Steckstift 
Schilder fur Zahlwerk 
Senkschraube M3x6 



Kit counter FB55 

consisting of: 

Counter with pin 

BU housing 15 poles 

Cable harness P6 

counters 

Label for counter 

Countersunk head screw 

M3x6 

For installation of an 

additional counter following 
parts are necessary: 
Counter with pin 
Label for counter 
Countersunk head screw 
M3x6 



Kit compteur FB55 

compose de: 

Compteur avec broche 
Boitier BU a 15 poles 
Harnais de cables P6 
compteurs 

Plaques pour compteurs 
Vis M3x6 



Pour I'installation d'un 

compteur additionnel, les 
pieces suivantes sont 
necessaires: 
Compteur avec broche 
Plaques pour compteurs 
Vis M3x6 



65306100 



35172606 
35172800 



Kit TWO Coffee Care 
DECS 

bestehend aus: 
Tur rechts rot NL 
Tur links kpl. DE 



Kit TWC Coffee Care 
DECS 

consisting of: 
Door right, red NL 
Door left, ass. DE 



Kit TWC Coffee Care 
DECS 

compose de: 

Porte droite, rouge NL 

Porte gauche cpl. DE 
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Pos./ 
Fig. 



Artikel Nr./ 
Part No. 



00/a21 65304600 



35023200 

01/a21-b 47118500 

A-0844 
02/a21-b 35187501 
03/a21-a 35188700 



04/a21-a 39625017 
05/a21-a 39628217 
30404600 
06/a21-a 35187400 

07/a21 35186800 

08/a21 35187100 
09/a21 09026710 
10/a21 35186787 

35199900 
35187800 

35187900 

A-0746 

A-0136 

35189700 

35189800 



65304800 



35023200 

47118500 

A-0844 

35172003 



Bezeichnung 
D 

Kit IVIunz mit Schlussel- 
sclialter 

bestehend aus: 

KB. Munz Bedienpanel 



Designation 
GB 

Kit coin acceptor incl. 
key switchi 

consisting of: 

CH Coin/Operating panel 



Schlusselschalter Gratis/Stop Key switch Free vend/Stop 



Schraube EJOT 30x8 
Abdeckung unten Munz 
Kasse kpl. mit Schloss 
W17A (R) 
bestehend aus: 
SchloB mit Schlussel 
Ersatzschlussel W17A (R) 
Schlie(3riegel 
Deckel fur Kasse 

IVIunzfallrutsche 

IVIunzanschlag 

Schraube GEFU l\/!4x6 

Frontblende unten 

(Munz) 

Zierschraube 

KB. P7 NRI G13 Munzer 

KB. P7 Cash Flow 
Mutter M4 

Facherscheibe 4,3mm 
Preisschild 
Aufkleber Preisinfo 



Kit Sclilusselschalter 

bestehend aus: 

KB Munzmodul Bedien- 
panel 

Keyswitch Gratis/Stop 
Schraube EJOT 30x8 
Abdeckung unten fur 
Schlusselschalter be- 
druckt 



Screw EJOT 30x8 
Cover f. coin, bottom 
Cash box incl. lock 
W17A (R) 
consisting of: 
Lock incl. key 
Spare key W1 7A (R) 
Locking bar 
Lid for cash box 

Coin chute 

Stopper for coin 
Screw GEFU M4x6 
Front cover, bottom 

(coin) 

Ornamental screw 
Cable harness NRI G13 

coin 

Cable harness P7 Cash Flow 
Hexagon nut M4 
Washer 4,3mm 
Price label 
Label information 



Kit key switcli 

consisting of: 

Cable harness coin- 
operating panel 
Keyswitch free vend/stop 
Screw EJOT 30x8 



Designation 
F 

Kit du monnayeur 
avec commutateur a cle 

compose de: 

H. de c. monnayeur/unite de 

commando 

Commutateur a cle 

Vis EJOT 30x8 

Panneau monnayeur 

Caisse avec serrure 

W17A (R) 

compose de: 

Serrure avec cle 

Cle de rechange W17A (R) 

Verrou 

Couvercle pour caisse 

Piece de guidage de la 
monnaie 

Arret pour monnaie 
Vis GEFU M4x6 
Panneau avant monnayeur 

Vis 

Harnais de cable NRI G13 

monnayeur 

Harnais de cable P7 Cash Flow 

Ecrou M4 

Rondelle 4,3mm 

Etiquette de prix 

Etiquette adhesive information 

de prix 

Kit commutateur a cle 

compose de: 

Harnais de cables module 

monnaie unite de commande 
Commutateur a cle gratuit/stop 
Vis EJOT 30x8 



Cover bottom for key switch Couverture inferieure du 
incl. Logo commutateur a cle 



65306200 

11/a21-c 47124000 
12/a21-c 42376100 
13/a21-c 35206200 
14/a21-c D-0257 
B-0112 



Kit Brewer Switchi interf. 

bestehend aus: 
Platine Switch Interface 
Kabelbaum Switch Interf. 
Kabelschutz 
Kabelbinder 
Befestigunssockel 



Kit Brewer Switchi interf. 

consisting of: 
PC board switch Interface 
Cable harn. switch Interf. 
Protective hose f. cable 
Cable binder 
Adhesive base 



Kit Brewer Switch interface 

compose de: 

Platine switch interface 

Harnais de cables switch interf. 

Protection de cable 

Lien plastique 

Socle de fixation 
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Pos./ 


Artikel Nr./ 


Bezeichnung 


Designation 


Designation 


Fig. 


Part No. 


D 


GB 


F 




oU4oo1 U2 


Briiher montisrt 


Brewer mounted 


Infuseur monte avec support 






mil oieDpiane 


wiin Tiiier piate 


ae la piaque iiitranie 






bestehend aus: 


consisting of: 


compose de: 




obi Ob4(J(J 


Seitenplatte rechts 


Side plate, right 


Plaque laterale, droite 


\j2.ldL2.2. 


ooi oboOO 


Seitenplatte links 


oide plate, lett 


Plaque laterale, gauche 




oU4jj4U1 


Distanzstuck 


Distance piece 


Piece d'ecart 




o(J4o4o(J1 


Gehause Bruher kpl. 


Brewer housing, ass. 


Carter infuseur cpl. 




0U4440U1 


Mnscniu oKonsoie 


connecting uracKet 


uonsoie ae raccoras 




oyi;4/bUU 


Acnse Tur Lagergenause 


onan t. oearing nousing 


Arore pour carter ae paiier 




oyii4oUUU 


Feder fur Schaberarm 


Spring f. scraper arm 


Ressort pour bras de racleur 


0o/a22 


35024001 


Innerer Schaberarm kpl. 


Inner scraper arm, ass. 


Bras Interleur du racleur cpl. 






(siehe dort) 


(see there) 


(voir dessous) 




<3y24/y(J(J 


Zuganker fur Trager 


Tie rod f. sliding plate 


Tirant d'ancrage 


io/a^£^i 


OOCOH AAA 


Schaberfuhru ng 


Scraper guide 


Guidage de racleur 


1 i/a22 


41 522600 


Dosiermotor m. Stecker 


Dosing motor incl. plug 


Moteur de dosage avec fiche 




QCAQQ-I AA 


ocnaiier Micro doovv 


^ylio^-oc^\A/itr^h RCC\A/ 

iviicroswiicn doovv 


^ylir'l-ol-l ir\tQi ir RQQ\A/ 

iviicrorupteur DCaovv 


1 3/a22 


OAO A A^ AA 

39249600 


Achse fur Schaber 


Shaft for scraper 


Arbre pour racleur 


14/822 


42308400 


KB. im Bruher kpl. 


Cable ham. brewer, ass. 


Harnais de cables infuseur cpl. 


15/a22 


39615502 


Aktuator kpl. 


Actuator ass. 


Entrainement cpl. 






(siehe dort) 


(see there) 


(voir dessous) 




A AQKQ 

A-uooy 


ocnrauDe ivi4Xiu 


ocrew IVI4XT u 


\/io Myl A 
VIS IVI4X1 U 




QCACQAAA 

obOboOOO 


Molykote, Longterm 


Molykote Longterm 


Molykote Longterm 






Doaen lur Druner Kpi. 


Base for brewer, ass. 


Fond pour infuseur cpl. 






(siehe dort) 


(see there) 


(voir dessous) 


io/a^^ 


093D34UU 


nailer lur oieupiaiie Kpi. 


Holder for filter plate ass. Support cyllndre Infuseur cpl. 






(siehe dort) 


(see there) 


(voir dessous) 


19/a22 


35023501 


Trager kpl. (siehe dort) 


Support, ass. (see there) 


Support cpl. (voir dessous) 


20/a22 


35023901 


Bruhzylinder kpl. 


Brewer cylinder, ass. 


Cyllndre cpl. 






(siehe dort) 


(see there) 


(voir dessous) 






OullaDcr Kpi. 


Scraper, ass. 


Racleur cpl. 






darin enthalten: 


with: 


avec: 


22/a22 


09009404 


Zyl.-Schraube M2x5 


Cheese hd. screw M2x5 


Vis a tete cylindrique M2x5 


23/a22 


39519300 


Schabergummi 


Scraper rubber 


Caoutchouc racleur 


24/a22 


35199500 


Klebeschild Schaber 


Label scraper 


Etiquette racleur 



March, 2000 



10-57 



Service Manual FB55 



Ersatzteilliste / Spare Parts List / Liste des pieeces de detachees 




a23 



10-58 



March, 2000 



Service Manual FB55 



Ersatzteilliste / Spare Parts List / Liste des pieces de detacliees 



Pos./ 
Fig. 

25/a23 
26/a23 
27/a23 
28/823 
29/a23 
30/a23 
31/a23 
32/a23 
33/a23 
34/a23 
35/a23 



Artikel Nr./ 
Part No. 

09124105 

09183105 

09181303 

09187710 

09026610 

D-0247 

09181304 

A-0115 

09120102 

09009409 

09124115 



36/a23 35092100 
37/a23 35021400 



Bezeichnung 
D 

Seegerring RS 3,2 
Scheibe 4,3mm 
Skt.-Mutter M3 selbstsich. 
Schraube M4x8mm 
Schraube GEFU M4x6 
Tulle 

Sicherungsmutter M4 
Skt.-Mutter M2 
Scheibe 2,2mm 
Zylinderschraube M2x12 
Seegerring RS 5 

Zusatzlich 

(nicht in o. g. Baugruppe 
enthalten) 

Konsole fur Pulver- 
be halter 

Schutzkappe f. Riegel 



Designation 
GB 

Retaining ring RS 3.2 
Washer 4,3mm 
Hexagon nut M3 
Screw M4x8mm 
Screw GEFU M4x6mm 
Tube insulator 
Safety nut M4 
Hexagon nut M2 
Washer 2.2mm 
Cheese hd. screw M2x12 
Retaining ring RS 5 



Designation 
F 

Anneau de retenue RS 3,2 

Rondelle 4,3mm 

Ecrou hexagonal M3 

Vis M4x8mm 

Vis GEFU M4x6mm 

Douille 

Gontre-ecrou M4 

Ecrou hexagon M2 

Rondelle 2,2mm 

Vis a tete cylindrique M2x12 

Anneau de retenue RS 5 



Additionally De plus 

(not incl. in a. m. assembly)(non inclus dans le groupe 

ci-dessus) 



Console for product 
container 

Protective cap for bar 



Recipient pour produit 
Capuchon de protection pour 



verrou 



30433103 



Bruher montiert ohne 
Siebplatte 



Brewer mounted without 
filter plate 



Infuseur monte sans filtre 



Der Bruher und der 
Aktuator konnen 
recycled werden, 
wenn entsprechende 
Telle an Fa. DAGMA, 
SchillerstraBe 22, 
23858 Reinfeld zuruck- 
gesandt werden. 



The brewer and the 
actuator can be 
recycled, if the part 
which shall be 
changed is sent to 
Fa. DAGMA, 
SchillerstraBe 22, 
23858 Reinfeld . 



L'infuseur et I'activateur 
peuvent etre recycle si la 
piece detachee qui doit etre 
changee est envoyee a 
Fa. DAGMA, 
SchillerstraBe 22, 
23858 Reinfeld . 



304331 02R 
39615502R 



Bruher recycled 

Aktuator recycled 



Brewer recycled 
Actuator recycled 



L'infuseur recycle 

L'activateur recycle 
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Pos./ 


Artikel Nr./ 


Bezelchnung 


Designation 


Designation 


Fig. 


Part No. 


D 


GB 


F 






Innerer Scnaberarm,kpl. 


Inner scraper arm, ass. 


Bras interieur du racleur cpl. 






bestehend aus: 


consisting of: 


compose de: 


01/a24 


A A"7A A 

A-0704 


Federscheibe B5 


Spring washer 


Rondelle elastique 




A-U/Do 


oKt. -Mutter b Mb Mo 


Hexagon nut B M5 


Ecrou hexagonal B M5 




AAAACA^ O 


Bundbuchse 


Bush 


Douille a collet 


(j4/a^4 


AAAOCCH A 


ocnraube ijbru M4xiu 


oCrew (jbrU M4X1U 


VIS IjbrU M4X1U 


Uo/a24 


A A H OO H AC 

Uyiool Do 


U-ocneibe 


Washer 


Rondelle 


0o/a^4 


Ann Oyl H AC 


beegerring Kb 


Ketaining ring Kb .5,2. 


Anneau de retenue RS 3,2 


u//a^4 




Gewindestift M4x6mm 


Threaded pin M4x6mm 


Vis sans tete M4x6mm 


Uo/a^4 


Q AvI 00~7r\ i 


Innerer Schaberarm 


Inner scraper arm 


Bras interieur du racleur 


uy/a^4 


oU4oooUU 


ocnauerarm 


bcraper arm 


bras ae racieur 


10/a24 


0A/1000AA 

30433800 


Hebelarm 


Lever arm 


Bras de levier 


1 1 / d^'f 


oOUO'fOUU 


^1 ihfi 1 n/^ o o/^ h Q i m Ri inrH 

r ui 1 1 ui ly bboi luiuu iii.duiiu 


OUIUIIig Wdollcl 


UloLjUc Uc yUlUdyc d OUIIcL 


12/a24 


39204303 


Kugellager 


Ball bearing 


Roulement a billes 




39247700 


Lagerhals fiir Schaberarm 


Bearing for scraper arm 


Fusee d'essieu pour bras de 










racleur 


14/a24 


39518900 


Fuhrungsscheibe 


Guiding washer 


Disque de guidage 
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Pos./ 


Artikel Nr./ 


Bezeichnung 


Designation 


Designation 


Fig. 


Part No. 


D 


GB 


F 






DOuen Tur Drunsr Kpi. 


case Tor Drewer, ass. 


rona pour iniuseur cpi. 






bestehend ausi 


consisting of; 


compose de: 


oi/a^o 


(jyi /OoOo 


bcnrauDe l9xo 


bcrew i9xo 


VIS 1 9Xo 


02/a25 


30433300 


Halter f. Bruhzylinder 


Support f. brewer 


Support pour cylindre infuseur 








cylinder 




03/a25 


30448100 


Fuhrungskonsole 


Guiding console 


Console de guidage 


04/a25 


39249900 


Fuhrung fiir Wasser- 


Guide for water inlet 


Guidage pour I'entree d'eau 






zulauf 








oyiiou'i-uu 


Musweneneasr 


tjecior spring 


riesson ejecieur 


ub/aiio 


jyoi oouu 


DOuen Tur Druner 


case Tor orewer 


rona pour iniuseur 


07/a25 


35023501 


Trager kpl. 


Support, ass. 


Support cpl. 






bestehend aus! 


consisting of: 


compose de: 


uo/a^o 


oy^i'i-y/uu 


Dunuuucnse 


Dusn 


uouiiie 


uy/aiio 


uy 1 / 1 o 1 u 


z.yi.-ocnrauDe ivi'i-xo 


L>neese no. screw ivi'i-xo 


VIS a leie cyiinuric|ue ivi'i-xo 






^usaiziicn 


Auuiiionaiiy 


ue pius 






(nicht in o. g. Baugruppe 


(not incl. in a. m. 


(non inclus dans le groupe 






enTnaiteri) 


assembly) 


ci-aessus; 


1 u/aiio 


ooyjd\ 4UU 


ocnuizKappe 


rrotective cap 


L>apucnonue protection 






naiter lur oieopiatte 


Holder f . filter plate, 


Support de la plaque 






kpl. 


ass. 


filtrante, cpl. 






bestehend aus: 


consisting of: 


compose de: 


12/a25 


09170512 


Schraube 19x12 


Screw 19x12 


Vis 19x12 






rianscn Tur oieDpiane 


riange lor Tiiter piaie 


Bride pour plaque filtrante 




oyoboUUU 


naiter Tur oieupiatte 


Holder for filter plate 


Support pour filtre 






Zusatzlich 


Additionally 


De plus 






(nicht in o. g. Baugruppe 


(not incl. in a. m. 


(non inclus dans le groupe 






enthalten) 


assembly) 


ci-dessus) 


15/a25 


29604500 


Siebplatte kpl. Kaffee 


Filter plate, ass. coffee 


Plaque filtante cpl. cafe 




29672700 


Siebplatte kpl. Tee 


Filter plate, ass. tea 


Plaque filtante cpl. the 


16/a25 


39415900 


Dichtring 


Gasket 


Bague d'etancheite 




39521200 


Gberlaufsperre 


Overflow stop 


Blocage de debordement 
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Pos./ Artikel Nr./ 
Fig. Part No. 

500/a26 35023901 



01/a26 36006300 
02/a26 30762300 
03/a26 35208700 



04/a26 29572901 

05/a26 29572902 

06/a26 39563600 

07/a26 35203900 



Bezeichnung 
D 

Briihzylrnder kpl. 

bestehend aus: 

Schraube EJOT 35x12 
Sicherungsring 
Bruhzylinder m. Trichter 

bestehend aus: 

Bruhzylinder 

Trichter fiir Bruhzylinder 

Dichtung D= 84mm 
Dichtung D= 49mm 
Ventil fur Bruherkolben 
Bruherkolben vormont. 



Designation 
GB 

Brewer cylinder, ass. 

consisting of: 

Screw EJOT 35x12 
Retaining ring 
Brewer cylinder incl. 

funnel 

consisting of: 

Brewer cylinder 

Funnel f. brewer cylinder 

Sealing D=84mm 
Sealing D=49mm 
Valve for brewer plunger 
Plunger mounted 



Designation 
F 

Cylindre infuseur cpl. 

compose de: 

Vis EJOT 35x12 

Anneau de retenue 

Cylindre infuseur avec 

entonnoir 

compose de: 

Cylindre infuseur 

Entonnoir p. cylindre infuseur 

Joint D=84mm 

Joint D=49mm 

Valve pour piston d'infuseur 

Piston d'infuseur pre 

assemble 
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Pos./ 


Artikel Nr./ 


Bezeichnung 


Designation 


Designation 


Fig. 


Part No. 


D 


GB 


F 


01/a27 


3961 5502 


Aktuator kpl. 


Actuator, ass. 


Entrainement cpl. 






bestehend aus: 


consisting of: 


compose de: 


02/a27 


A-0026 


Zyl.-bcnrauDe M4xl0 


CIneese head screw 


Vis a tete cylindrique M4x10 








I\/I4x1 




03/a27 


09009396 


ocnrauDe M4xl 6 


bcrew M4xl6 


VIS M4x16 






iviuner ivio 


Ml if 

NUT IVIO 


tcrou nexagonai ivio 


Uo/aii 1 


uy 1 1 bUUo 


ocneiDe oX4,oxu,o 


vvasner oX4,oxu,o 


rionaeiie oX4,oxu,o 


06/a27 


09116010 


Scheibe 10x5,3x0,8 


Washer 10x5,3x0,8 


Rondelle 10x5,3x0,8 




Uy 1 iiiibUo 


Sternscheibe 


Washer 


Rondelle 




35063000 


Molykote Longtherm 


Molykote Longtherm 


Molykote Longtherm 






Montageplatte 


Mounting plate 


Plaque de montage 


09/Si27 


39616000 


Lagerdeckel 


Bearing cover 


Couvercle de palier 


10/827 


39617400 


Zahnriemenrad z=18 


Toothed wheel z=18 


Roue dentee z=18 


1 1 /a^; / 


oybl /oUU 


Zahnriemen 


Toothed belt 


Courroie dentee 




QQc-i 7cnn 
vjyo 1 / OUU 


z.anriri6rM6nrau 2.=i d. 


1 ooineu wneei z=/ d. 


^3ai ia /Jrtr^+AA ^ 70 

rioue ueniee 2=1 £. 


13/a27 


39630700 


Tachoscheibe 


Tacho generator disc 


Disque de la generatrice 










tacnymeirique 


1 4/a2 / 


o9bo1200 


Anpassungsrmg 


Adjustment ring 


Anneau de reglage 


1 o/aii / 




AKtuatormotor 


Actuator motor 


oervomoteur 






1 AI*M A 1 If* A fill* 

Lagergenause Tur 


Deanng nousing Tor 


DOiiier uc paiier ue 






MKiuaior inii n/iagnci 


aciuaior inci. inagnci 


1 aciivaicur avec aiinani 






bestehend aus: 


consisting of: 


compose de: 






Magnet 


Magnet 


Aimant 






Lagergehause 


Bearing housing 


BoTtier de palier 






2 Komponentenkleber 


2 component adhesive 


Colle a deux composants 



glue 
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Pos./ 


Artikel Nr./ 


Bezeichnung 


Designation 


Designation 


Fig. 


Part No. 


D 


GB 


F 






Aktuator kpl. 


Actuator, ass. 


Entrainement cpl. 






(rortsetzung; 


(continuation; 


(continuation; 


16/a28 


09029510 


Linsenblechschraube 


Fillister head screw 


Vis a tole a tete bombee 






rMeDescniia rur Druner 


Lauei tor urewer 


Etiquette de I'infuseur 






Klebeschild Demontage 


Label Dismounting 


Enlevement etiquette 


19/a28 


35184000 


PaRscheibe 


Shim ring 


Rondelle d'ajustage 


20/a28 


39246200 


AuBeres Rohr Aktuator 


Outer tube actuator 


Tuyau exterieur de I'activateur 




oQc-i conn 


ocmiconng 


LOCKing ring 


Circlip 




oybl D /UU 


ocniieisTeoer 


Locking spring 


nessort ae lermeture 


iio/SLliO 




r\aDeiDaum Diuner Kpi. 


uauie narness urewer 


narnais ae cauies a intuseur 






opinuGi iTiiT Lager, Kpi. 


opinuie inci. Dearing 


1 ige avec paiier, cpi 






bestehend aus: 


consisting of: 


compose de: 






opiriaei Kpi. 


opiMuie, ass. 


1 ige cpi. 






Lagor 


bail Dearing 


Paiier 






Zusatzlich 


Additionally 


De plus 






^nicni in g. Daugrupps 


(noi inci. in a. m. 


(non incius uans le groupe 






cninaiicn ) 


assemDiy; 


ci-uessus; 


27/a28 


35133000 


KB. P13 Bruher 


Cable ham. PI 3 brewer 


Harnais de cables PI 3 






Adapter 


adapter 


adaptateur d'infuseur 


28/a28 


D-0247 


Tulle 


Protective cable sleeve 


Tube flexible protectrice 
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Pos./ Artikel Nr./ 
Fig. Part No. 



29/a29 35208200 



30/a29 
31/a29 



Bezeichnung 
D 

Aktuator kpl. 

(Fortsetzung) 

Bodenkonsole mit 
Mikroschalter, kpl. 

bestehend aus: 

Bodenkonsole 

Mikroschalter 



Designation 
GB 

Actuator, ass. 

(Continuation) 

Bottom console Incl. 
micro switch, ass. 

consisting of: 

Bottom console 
Micro switch 



Designation 
F 

Entramement cpl. 

(Continuation) 

Fond avec microrupteur, cpl. 

compose de: 

Fond 

Microrupteur 



32/a29 35208300 



33/a29 - 

34/a29 - 

35/a29 - 

36/a29 - 

37/a29 - 

38/a29 - 

39/a29 35132300 

40/a29 39617300 

41/a29 09187710 

42/a29 39563900 



Inneres Rohr und 
Kolbenlialter 

bestehend aus: 
Halteblech 
Inneres Rohr 
Mutter mit Buchse 
Dichtung 
Aktivierungsfeder 
Molykote Longtherm 
Buchse mit Flansch 
Kolbenhalter kpl. 
bestehend aus: 
Halter fur Bruherkolben 
kpl. 

Schraube M4x8mm 
Buchse fur Bruherkolben 



Inner tube and 
plungeliolder, ass. 

consisting of: 
Retaining metal sheet 
Inner tube 
Guiding nut 
Sealing 

Activation spring 
Molykote Longtherm 
Bush incl. flange 
Plunge holder, ass. 
consisting of: 
Support for plunger, ass. 
Screw M4x8mm 
Bush for plunger 



Tuyau interne et 
porte-piston 

compose de: 
Tole de fixation 
Tuyau interne 
Ecrou de guidage 
Joint 

Ressort d'activation 
Molykote Longtherm 
Douille avec bride 
Porte-piston cpl. 
compose de: 

Support pour piston d'infuseur 

Vis M4x8mm 

Douille pour piston d'infuseur 



43/a29 39632000 
44/a29 09029510 



Entlastungsplatte 
Linsenblechschraube 



Relieve plate 
Fillister head screw 



Plaque de decharge 
Vis a tole a tete bombee 
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10 Ersatzteilliste / Spare parts list / Liste des pieces 
de detachees 

Inhaltsverzeichnis Ersatzteilliste Bezahlungssysteme / 
Index Spare parts list Payment systems/ 

Sommaire liste des pieces de detachees des systemes de paiement 

Ubersicht Bezahlungssysteme 
Overview payment systems 

Vue d'ensemble des systemes de paiement 1 0-79 



Kit Gehause fiir Miinzanbau kpl. 
Kit housing for payment system ass. 

Kit boitier du module monnaie cpl. 10-81 



Kit Munzwechsler Mars Cashflow 560 
Kit coin dispenser Mars Cashflow 560 

Kit monnayeur-rendeur Mars Cashflow 560 10-83 

Fronteinscliub kpl. Munzwechsler 
Front insert ass. coin dispenser 

Plaque avant embrochable du monnayeur-rendeur cpl. 1 0-83 



Fronteinschub montiert 

Front insert mounted 

Plaque avant embrochable montee 

Konsole kpl. Munzwechsler 
Console ass. coin dispenser 
Support du monnayeur-rendeur cpl. 



10-85 



10-87 



Montagewand kpl. Munzwechsler 
Mounting panel ass. coin dispenser 

Parol de montage du monnayeur-rendeur cpl. 10-89 

Bodeneinschub kpl. Kasse Munzwechsler 
Botton insert ass. coin dispenser 

Fond encastrable du monnayeur-rendeur cpl. 1 0-91 
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10 Ersatzteilliste / Spare parts list / Liste des pieces 
de detachees 

Inhaltsverzeichnis Ersatzteilliste Bezahlungssysteme / 
Index Spare parts list Payment systems/ 

Sommaire liste des pieces de detachees des systemes de paiement 

Kit Catercard - Kartenystem 
Kit Catercard - System, ass. 

Kit systeme «carte a puce» Catercard cpl. 10-93 

Fronteinschub kpl. Catercard 
Front insert ass. Catercard 

Plaque avant embrochable Catercard cpl. 1 0-93 

Konsole kpl. Catercard-system 
Console ass. Catercard-system 

Support du systeme Catercard cpl. 1 0-95 

Montagewand kpl. Catercard 
Mounting panel ass. Catercard 



Parol de montage Catercard cpl. 



10-97 



Bodeneinschub kpl. fur Netzteil Catercard 

Bottom insert ass. for power pack Catercard 

Fond encastrable Catercard pour I'alimentation electrique 



10-97 



Kit Facility - Kartensystem 

Kit Facility - cardsystem 

Kit systeme «carte a puce» Facility 



10-99 



Fronteinschub kpl. Facility 

Front insert, ass. Facility 

Plaque avant embrochable Facility cpl. 



10-99 



Konsole kpl. Facility 

Console ass. Facility 

Support «carte a puce» Facility cpl. 
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10 Ersatzteilliste / Spare parts list / Liste des pieces 
de detachees 

Inhaltsverzeichnis Ersatzteilliste Bezahlungssysteme / 
Index Spare parts list Payment systems/ 

Sommaire liste des pieces de detachees des systemes de paiement 

Bodeneinschub kpl. mit Trafo Facility 
Bottom insert ass. incl. transformer Facility 

Fond encastrable avec transformateur Facility cpl. 1 0-1 03 



Kit XAFAX - Kartensystem 
Kit XAFAX - cardsystem 

Kit systeme «carte a puce» XAFAX 10-105 

Fronteinschub kpl. XAFAX 
Front insert ass. XAFAX 

Plaque avant embrochable XAFAX cpl. 1 0-1 05 

Bodeneinschub kpl. mit Trafo XAFAX 
Bottom insert ass. incl. transformer XAFAX 

Fond encastrable «carte a puce» XAFAX avec transformateur cpl. 1 0-1 07 



Kit Girovend - Kartensystem 

Kit Girovend - cardsystem 

Kit systeme «carte a puce» Girovend 



10-109 



Fronteinschub kpl. Girovend 
Front insert ass. Girovend 

Plaque avant embrochable «carte a puce» Girovend, cpl. 1 0-1 09 

Frontblende kpl. geschwelBt Girovend 

Front cover ass.welded Girovend 

Panneau avant du systeme soude embrochable 

«carte a puce» Girovend, cpl. 10-111 
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10 Ersatzteilliste / Spare parts list / Liste des pieces 
de detachees 

Inhaltsverzeichnis Ersatzteilliste Bezahlungssysteme / 
Index Spare parts list Payment systems/ 

Sommaire liste des pieces de detachees des systemes de paiement 

Bodeneinschub kpl. m. Trafo Girovend 

Bottom insert ass. incl. transformer Girovend 

Fond encastrable du systeme «carte a puce» Girovend 

avec transformateur cpl. 10-113 



Kit Smartcard - Kartensystem 
Kit Smartcard - cardsystem 

Kit systeme «carte a puce» Smartcard 10-115 

Fronteinscliub kpl. Smartcard 
Front insert ass. Smartcard 

Plaque avant embrochable Smartcart cpl. 10-115 



Konsole kpl. Smartcard 

Console ass. Smartcard 

Support «carte a puce» Smartcard cpl. 



10-117 



Bodeneinschub kpl. mit Trafo Smartcard 
Bottom insert ass. incl. transformer Smartcard 
Fond encastrable «carte a puce» Smartcard 

avec transformateur cpl. 10-119 



Kit Gehause fur Miinzanbau kp\. C-ZAM - Kartensystem 

Kit housing for payment system ass. C-ZAM - cardsystem 

Kit boitier du module monnaie cpl. «carte a puce» C-ZAM 10-121 



Kit C-ZAI\/I - Kartensystem 
Kit C-ZAI\/I - cardsystem 

Kit systeme «carte a puce» C-ZAI\/I 10-123 
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10 Ersatzteilliste / Spare parts list / Liste des pieces 
de detachees 

Inhaltsverzeichnis Ersatzteilliste Bezahlungssysteme / 
Index Spare parts list Payment systems/ 

Sommaire liste des pieces de detachees des systemes de paiement 

Fronteinschub kpl. C-ZAM 
Front insert ass. C-ZAM 

Plaque avant embrochable C-ZAM cpl.. 10-123 

Fronteinschub montiert C-ZAM 
Front insert mounted C-ZAM 

Plaque avant embrochable premonte «carte a puce>> C-ZAM 1 0-1 25 

Bodeneinschub kpl. mit Trafo C-ZAM 
Bottom insert ass. incl. transformer C-ZAM 

Fond encastrable «carte a puce» C-ZAM avec transformateur cpl. 1 0-127 



Kabelbaume Bezahlungssysteme 
Cable harnesses payment systems 

Harnais de cables des systemes de paiement 1 0-1 29 
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Ubersicht Bezahlungssysteme / Overview Payment systems / 
Vue d'ensemble des systemes de paiement 



1 Munzwechsler Mars Cashflow 560 
Coin dispenser Mars Cashflow 560 
Monnayeur-rendeur Mars Cashflow 560 

2 Kartensystem Facility Card 
Cardsystem Facility Card 
Systeme «carte a puce» Facility Card 

3 Kartensystem Smartcard 
Cardsystem Smartcard 
Systeme «carte a puce» Smartcard 

4 Kartensystem Catercard 

Cardsystem Catercard 

Systeme «carte a puce» Catercard 

5 Kartensystem Xafax 
Cardsystem Xafax 
Systeme «carte a puce» Xafax 

6 Kartensystem Girovend 
Cardsystem Girovend 
Systeme «carte a puce» Girovend 

7 Kartensystem C-ZAM 
Cardsystem C-ZAM 
Systeme «carte a puce» C-ZAM 
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Pos./ 


Artikel Nr./ 


Bezeichnung 


Designation 


Designation 


Fig. 


Part No. 


D 


GB 


F 


0/a1 


351907XX 


Kit Geliause f . 


Kit liousing f. payment 


Kit boTtier du module 






Miinzanbau l<pl. 


system ass 


monnaie, cpl. 


i/ai 


oOl yuoxx 


Seitenwand links, kpl. 


oiae wan, leit, ass. 


raroi laTeraie, gaucne, cpi. 






bestehend aus: 


consisting of: 


composee de: 


_ 


_ 


Seitenwand links 


Side wall, left 


Paroi laterale, gauche 


- 


- 


Schaltergehause 


Housing for switch 


BoTte 






Schraube M4x12mm 


Screw M4x1 2mm 


Vis M4x12mm 


_ 


_ 


Flachstecker 


Flat plug 


Fiche plate 


- 


- 


Blindnietmutter 


blind rivet nut 


ecrou rivet aveugle 


2/ai 


351y04xx 


Seitenwand recnts, kpl. 


Side wall, right, ass. 


Parol laterale, droite, cpl. 






bestehend aus: 


consisting of: 


composee de: 






Verbindungsblech 


connecting plate 


plaque de raccord 






Seitenwand rechts 


Side wall, right 


Paroi laterale, droite 






Flachstecker 


^1 — J. nil m 

riat plug 


ricne plate 


3/ai 


U-l 1 50 


Geratestecker 


Plug 


Fiche 


4/ai 


A-0732 


Schraube M4x8mm 


Screw M4x8mm 


Vis M4x8mm 


O/a 1 


A ni 
rt-U 1 oo 


racnsrscnsiDB 4,0111111 


LOCK wasner '^,^^mm 


rionaeiie a aeniure 'i-jvjmm 


D/ai 




ocnrauDTuiD 


ocrewea toot 


Pied visse 


7/ai 


0902671 1 


bchraube bLi-U 


bcrew uLFU Ivl4x8mm 


Vis GLFU Ivl4x8mm 






ivi4xt5rTirTi 






8/a1 


D-0843 


Kabeldurchfijhrung 


Gable protection bushing 


Passe-cable 


9/a1 


35178300 


Schutzkappe 


Protective cover 


Gapuchon de protection 


1 U/a 1 


rt-uoy 1 


ocnrauue ivioxorTirTi 


ocrew ivioxDiTim 


VIS ivioxomm 




G-6970 


KB. Spannungsver- 


Gable harness power 


Alimentation du harnais de 






sorgung 


supply 


cables 




35190300 


Bohrschablone 


Drill template 


Gabarit de pergage 



Zusatzlichi 

(niclit in 0. g. Baugruppe 
enthalten) 



Additionally 
(not incl. in a. m. 
assembly) 



En plus 

(pas Indus dans le groupe ci- 
dessus) 



H-3251 Ersatzsicherung fur 

Geratestecker 



Spare part fuse for plug 



Fusible de rechange de la fiche 
de I'appareil. 
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Pos./ Artikel Nr./ 
Fig. Part No. 

0/a2 653049XX 



1/82 351908XX 

2/a2 

3/a2 
4/a2 

5/a2 



Bezeichnung 
D 

Kit Miinzwechsler 
Typ Mars Cashflow 560 

Fronteinschub kpl. 
lUlunzwechsler 

bestehend aus: 

Fronteinschub vormont. 
(siehe Seite 1 1 ) 

Konsole kpl. (siehe S. 13) 

Montagewand kpl. 
(siehe Seite 15) 

Bodeneinschub kpl. 
(siehe Seite 17) 



Designation 
GB 

Kit coin dispenser 
type lUlars Caslif low 560 

Front insert, ass. coin 
dispenser 

consisting of: 

Front insert prem. (see 
page 11) 

Console, ass. 
see page 1 3) 
Mounting panel, ass. 
(see page 15) 

Bottom insert, ass. 
(see page 1 7) 



Designation 
F 

Kit monnayeur-rendeur 
type Mars Cashflow 560 

Plaque avant embrochable 
du monnayeur-rendeur, cpl. 

composee de: 

Plaque avant embrochable 
premontee (voir page 1 1 ) 

Support, cpl. voir page 13) 

Parol de montage, cpl. (voir 
page 1 5) 

Fond encastrable du 
monnayeur-rendeur cpl. 
(voir page 17) 



G-6969 


KB. Spannungsv. Munz 


Cable ham. power 


Alimentation en tension. 






supply coin 


harnais de cables 


G-6991 


KB. Trafo - Netz 


Cable harn. transformer 


Transformateur du harnais de 








cables 


35140000 


KB. P44/P60 Munzruck- 


Cable harn. P44/P60 


Harnais de cables P44/P60 




gabe 


coin returning 


restitution des pieces 


G-6973 


KB. MOB Executive Data 


Cable harn. MCB 


Harnais de cables MCB 






Executive Data 


Executive Data 


35023300 


KB. Ruckgabemotor 


Cable harness coin 


Harnais de cables moteur de 




Munz 


returning motor 


restitution de la monnaie 


39628017 


Ersatzschlussel W17B 


Spare key W1 7B 


Cle de rechange W17B 


09026610 


Schraube GEFU M4x6 


Screw GEFU M4x6mm 


Vis GEFU M4x6mm 


A-0732 


Schraube GEFU 


Screw GEFU M4x8mm 


Vis GEFU M4x8mm (4 pes) 




M4x8mm (4 Stk) 


(4 pes) 




G-6984 


Erdlitze 


Stranded cable 


Cordon de terre 


D-0978 


Steckadapter 


Plug adapter 


Adaptateur enfichable 


D-0143 


Flachstecker 


Plug 


Fiche plate 


A-0136 


Facherscheibe 4,3mm 


Lock washer 4,3mm 


Rondelle a denture 4,3mm 


A-0732 


Schraube GEFU M4x8 


Screw GEFU M4x8mm 


Vis GEFU M4x8mm 
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Pos./ 


Artikel Nr./ 


Bezeichnung 


Designation 


Designation 


Fig. 


Part No. 


D 


GB 


F 


i/a3 


351 909XX 


Fronteinschub montiert 


Front insert mounted 


Plaque avant embrochable 






bestehend aus: 


consisting of: 


montee 










composee de: 


2/a3 


35181300 


Scheibe 


Washer 


Kondeiie 


3/a3 


3o1807xx 


Schi Id halter, geschweiBt 


Plate holder 


Support de plaque, soude 


4/ao 


ool o1 1 UU 


Kunststoff scheibe 


Plastic panel 


Panneau en plasticjue 


o/ao 


OOlSlilOO 


Schraube M3x8mm 


Screw M3x8mm 


Vis M3x8mm 


b/ao 




SchloB mit Schlussel 


LOCK, ass. Wl /b 


Verrou avec cle W17B 






Vvl /t) 






//ao 


oOlObOOO 


SchlieBriegel 


Locking bar 


Verrou 


8a/a3 


351910XX 


Fronteinschub geschweiBt 


Front insert, welded 


Plaque avant embrochable. 










souaee 


- 


(35181000) 


Preisschild (zu bestellen 


Price plate (must be 


Etiquette de prix (doit etre 






bei Douwe Egberts) 


ordered separately at 


commandee chez Douwe 








uouwe tguensj 


tguensj 




351 93oXX 


Fronteinschub montiert 


Front insert 


Plaque avant embrochable 






/V AC A V\ 

(AArAA) 


premountea (XArAA) 


premontee (XArAA) 






bestehend aus: 


consisting of: 


composee de: 






wie rronieinscnuu moni. 


as Troni inseri mounieu 


moniee comme la piaquc avani 






jedoch anstelle von 


instead Pos. 8a/a3 


embrochable mais au lieu de 






Pos. 8a/a3 




pos. 8a/a3 


8b/a3 


351940XX 


Fronteinschub XAFAX 


Front insert XAFAX 


Plaque avant embrochable 



XAFAX 
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Pos./ 
Fig. 

1/a4 



Artikel Nr./ 
Part No. 

35161000 



2/a4 
3/a4 

4/a4 

5/a4 
6/a4 
7/a4 

8/a4 

9/a4 

10/a4 

11 /a4 

12/a4 

13/a4 

14/a4-a 

15/a4-a 



35169000 
39464300 

39450400 

39464600 
39516200 
35063500 

35086600 
39450500 
39522700 
39625017 
30457500 
35031500 
30427800 
47111500 



16/a4 00001002 



17/a4 

18/a4-a 

19/a4 



A-0421 

09026710 

35178400 



20/a4-b D-0838 



Bezeichnung 
D 

Konsole kpl. Munz- 
wechsler 

Typ Mars Cashflow 560 

bestehend aus: 

Konsole 

Munzeinwurfblende 

Modulrahmen 

Fenster f. Drucktaster 

Schildhalter 

Schild f. Ruckgabepfeil 

Lagerfeder 

Abdeckblendenmodul 

3/4 Modul f. SchloB 
KassenschloB 
Riegelstange 
Riegel 

Munzschacht kpl. 
Bedienpanel Miinz/Karte 

Ansatzschraube 
M4x2,5x3 

EJOT-PT-Schraube 

Schraube GEFU M4x6 

Abdeckblendenmodul 

Diode) 

Leuchtdiode 



Designation 
GB 

Console, ass. coin 
dispenser type Mars 
Cashflow 560 

consisting of: 

Console 

Coin insert cover 

Module frame 
Window f. push button 
Label holder 
Sign f. coin returning 

Spring 

Trim plate 

3/4 module f. lock 

Lock f. cash box 

Locking bar 

Bar 

Coin channel, ass. 
Operating panel coin/ 
card 

Shoulder screw 
M4x2,5x3 
EJOT-PT Screw 
Screw GEFU M4x6mm 
Trim plate (Diode) 

LED 



Designation 
F 

Support du monnayeur- 
rendeur cpl. type Mars 
Cashflow 560 

compose de: 

Support 

Panneau de la fente pour les 
pieces de monnaie 
Cadre 

Fenetre de touche 
Support de I'etiquette 
Etiquette de la fleche de 
restitution 

Ressort de positionnement 
Panneau de recouvrement 
Module 3/4 du verrou 
Verrou de la caisse 
Tige de verrou 
Verrou 

Vole de la monnaie, cpl. 
Unite de commando monnaie/ 

carte 

Boulon a embase M4x2,5x3 

Vis EJOT-PT 
Vis GEFU M4x6mm 
Panneau de recouvrement (Di- 
ode) 
Voyant 



21/a4-b M-2284 



22/a4-b 
23/a4-b 



35169400 
35169300 



Zusatzlich 

(nicht in o. g. Baugruppe 

enthalten) 

Kreditanzeige kpl. 
(Option) 
bestehend aus: 

Kreditplatine 

Modul rot fur Kreditanzeige 



Additionally 

(not incl. in a. m. 
assembly) 

Credit display, ass. 
(option) 
consisting of: 

Credit control board 
Module red for credit 
display 



En plus 

(pas Indus dans le groupe ci- 

dessus) 

Affichage de credit, (option) 
compose de: 



Platine de credit 

Module rouge pour I'affichage 

de credit 
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Pos./ 


Artikel Nr./ 


Bezeichnung 


Designation 


Designation 


Fig. 


Part No. 


D 


GB 


F 


1/a5 


35164900 


Montagewand kpl. 


IVIounting panel, ass. 


Parol de montage du 






n/iunzwecnsier 


coin uispenser Type 


rnonnayeur-renaeur, cpi. 






Typ Mars casntiow 560 


Mars oasntlow oou 


type Mars casntiow 560 






bGStGhGnd aus: 


consisting of: 


composee de: 


2.1 


ooloOOOO 


Montagewand 


Mounting panel 


Parol de montage 


3/ao 


471 12600 


Coin-Interface kpl. 


Coin Interface, ass. 


Interface de monnaie, cpl. 


4/ao-a 


oouy / 1 UU 


Ruckgabemotor kpl. m. 


Coin returning motor. 


Moteur de restitution de la 






KaDeiDaum 


ass. incl. cable harness 


monnaie cpl., harnais de 










cables Indus 


o/ao-a 


39461800 


Kurvenscheibe 


Cam disc 


Disque a came 


o/ao-a 


1 4262700 


Unterlegplatte 


Spacer 


Plaque d'ecartement 


//ab 


oo0bb200 


Trafo 


Transformer 


Transformateur 


o/ao-a 


ooOooOOO 


Mikroschalter 


Micro switch 


Microrupteur 


y/ao 


0y02oDl 


bcnrauDe obru M4xb 


bcrew vjibrU M4Abmm 


VIS obrU M4Abmm 


lO/ao 


A-0732 


Schraube M4x8nim 


Screw M4x8mm 


Vis M4x8mm 


1 1/ao-a 


oyooy4oy 


Zyl.-schraube M2x12mm 


Cheese head screw 


Vis a tete cylindrique 








M2xl2mm 


M2xl 2mm 


1 ^/ao-a 


AQAAQ007 


-7 1 U l_ 

Zyl.-schraube 


Cheese head screw 


Vis a tete cylindrique 






IVIi:,5xbmm 


IVIi;,5xbmm 


IVIi;,5xbmm 


1 o/ao-a 


A-01 lo 


oKt. -mutter Mii 


Hexagon nut M2 


Ecrou hexagonal M2 


14/ao-a 


A AH on 
A-01 ^y 


u-ocneiDe ^i.^imm 


Lock washer 2,2mm 


Konaeiie ^i.^imm 


lo/ao 


35034400 


Platinenclips 


Clips 


Clip de platine 


lo/ao 


OOlODOUU 


Trafoabdeckung 


Cover for transformer 


Couverture du transformateur 


17/a5 


A-01 36 


Facherscheibe 4,3mm 


Washer 4,3mm 


Rondelle a denture 4,3mm 


18/a5a 


35180100 


Motorhalter 


Support for motor 


Support du moteur 


19/a5a 


A-0732 


Schraube M4x8mm 


Screw M4x8mm 


Vis M4x8mm 


20/a5a 


A-01 36 


Facherscheibe 4,3mm 


Lock washer 4,3mm 


Rondelle a denture 4,3mm 
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Pos./ Artikel Nr./ Bezeichnung 
Fig. Part No. D 

1/a6 301974XX Bodeneinschub kpl. 

Kasse Munzwechsler 
Typ Mars Cashflow 560 

bestehend aus: 



Designation 
GB 

Bottom insert ass. coin 
dispenser type lUlars 
Cashflow 560 

consisting of: 



Designation 
F 

Fond encastrable du 
monnayeur-rendeur, cpl. 
type Mars Cashflow 560 

compose de: 



2/a6 


30565900 


Kasse 


Cash box 


Caisse 


3/a6 


30457300 


Konsole 


Console 


Support 


4/a6 


351973XX 


Frontplatte kpl. 


Front plate, ass. 


Plaque avant, cpl. 


5/a6 


30565800 


Deckel 


Cover 


Couvercle 


6/a6 


39450400 


Modulrahmen 


Module frame 


Cadre 


7/a6 


35098300 


Klappe f. Ruckgabe- 


Flap f. coin returning 


Trappe du bac de restitution. 






schale kpl. 


box, ass. 


cpl. 


8/a6 


39457000 


Ruckgabeschale 


Coin returning box 


Bac de restitution 


9/a6 


09026610 


Schraube M4x6mm 


Screw M4x6mm 


Vis M4x6mm 


10/a6 


A-0421 


EJOT-PT-Schraube 


EJOT-PT-Screw 


Vis EJOT-PT 
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Pos./ Artikel Nr./ 
Fig. Part No. 

0/a7 653054XX 



1/a7 

2/a7 

3/a7 
4/a7 

5/a7 



6/a7 
7/a7 



351936XX 



G-6973 

G-6985 

39628017 
09026610 
A-0732 
09026610 



Bezeichnung 
D 

Kit Catercard - Karten 
system 

Fronteinschub kpl. 
Catercard 

Fronteinschub vormontiert 
(siehe Seite 11) 



Designation 
GB 

Kit Catercard - system, 
ass. 

Front insert, ass. 
Catercard 

Front insert premounted 
(see page 11) 



Designation 
F 

Kit systeme «carte a puce» 
Catercard 

Plaque avant embrochable 
Catercard, cpl. 

Plaque embrochable 
premontee (voir page 11) 



Konsole kpl. (s. Seite 21) Console, ass. (s. page 21) Support, cpl. (voir page 21) 



Montagewand kpl. (siehe 
Seite 23) 

Bodeneinschub kpl. fur 
Netzteil (siehe Seite 23) 



Mounting panel, ass. 
(see page 23) 

Bottom insert, ass. for 
power pack(see page 23) 



KB. MCB Executive Data Cable ham. MCB 

Executive Data 



Netzkabeladapter 



Mains cable adapter 



Ersatzschliissel W1 7B Spare key W1 7B 
Schraube GEFU M4x6 Screw GEFU M4x6mm 



Schraube GEFU M4x8 

Schraube GEFU M4x6 
(Befestigung Bodenein 



Screw GEFU M4x8mm 

Screw GEFU M4x6mm 
(fastening bottom insert 



schub an Fronteinschub) at front insert) 



Paroi de montage, cpl. (voir 
page 23) 

Fond encastrable de 
I'alimentation electrique, cpl. 
(voir page 23) 

Harnais de cables MCB 
Executive Data 

Adaptateur du cable 
d'alimentation secteur 

Cle de rechange W1 7B 

Vis GEFU M4x6mm 

Vis GEFU M4x8mm 

Vis GEFU M4x6mm 

(Fixation du fond encastrable a 

la plaque avant embrochable) 
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Pos./ 


Artikel Nr./ 


Bezeichnung 


Designation 


Designation 


Fig. 


Part No. 


D 


GB 


F 


1/ao 


351 62300 


Konsole kpl. Catercard 


Console, ass. 


Support du systeme 






- System 


catercard - system 


Catercard, cpl. 






Desienena aus. 


consisiing ot. 


compose ae. 




ool bUoUU 


Konsole 


Console 


Support 


o/ao 


oyobo /OO 


KartenGinwurfmodul m. 


Card insert module 


Module d'insertion de carte 






i"i /** r*v /*» 

nucKyaue 




avec resiiiuTion 


4/30 


^^yooDouu 


riuCKyaueiasie 


neiurning uunon 


Douion ae resiiiuiion, cpi. 


o/ao 


ATI ni nni 
'I- / 1 u 1 uu 1 


riucKyauepiaiine Kpi. 


rieiurning uoaru, ass. 


riaiine ae resiiiuiion, cpi. 


o/ao 


39450500 


Abd eckb le n de n m od u 1 


Trim plate module 


Panneau de recouvrement 


7/ao 


39450501 


Abdeckblendenmodul rot 


Trim plate module, red 


Panneau de recouvrement. 










rouge 


0/3.0 


/1 H conn 


Display 


Display 


Affichage 


9/a8 


1 1 41 041 6 


Distanzstuck, 


Distance piece, self 


Piece d'ecartement. 






selbstklebend 


adhesive 


autoadhesive 


1 U/ao 


oUooooUU 


0/4 MOuUl m. UlaS 


0/4 mouuie inci. giass 


ivioauie 0/4 avec viire 


■1 1 /op 

1 i/ao 


4/11/ oUU 


AMzeige - inienace 


Display inierTace 


inieriace ae 1 anicnage 


12/a8 


A-0421 


EJOT-PT-Schraube 


EJOT-PT screw 


Vis EJOT-PT 


1 o/ao 


UyUiiDDUO 


ocnrauDe iviox iiirTirri 


jjcrew iviox 1 <imm 


VIS iviox 1 iimm 




39463400 


Platinenclips 


Clips (fastening display 


Clips de platine (pour attacher 






(DeTeStiyUng AnzeiyG - 


interTace; 


1 inierrace oe 1 aTTicnage; 






Interlace; 










Zusatzlich 


Additionally 


En plus 






(nicht in 0. g. Baugruppe 


(not incl. in a. m. 


(pas Indus dans le groupe ci- 






enthaltGn) 


assembly) 


dessus) 


14/a8 


35178600 


Sicherungsblech 


Metal sheet 


Tole de surete 


15/a8 


A-0732 


Schraube M4x8nnnn 


Screw M4x8mm 


Vis M4x8mm 


16/a8 


A-0136 


Facherscheibe 4,3mm 


Lock washer 4,3mm 


Rondelle a denture 4,3mm 
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Artikel Nr./ Bezeichnung 
Part No. D 



Pos./ 
Fig. 

1/a9 35162400 



2/a9 35160000 

3/a9 35118300 

4/a9 09026613 

5/a9 09026610 



Montagewand kpl. 
Typ Catercard - System 

bestehend aus: 

Montagewand 
Distanzhulse 
Schraube M4x12mm 
Schraube M4x6mm 



Designation 
GB 

■mounting panel, ass. 
type Catercard - 
system 

consisting of: 

Mounting panel 

Distance bush 
Screw M4x12mm 
Scew M4x6mm 



Designation 
F 

Parol de montage du 
systeme 

type Catercard, cpl. 

composee de: 

Parol de montage 

Douille d'ecartement 
Vis M4x12mm 
Vis M4x6mnn 



6/a9-a 351977xx 



7/a9-a 351973xx 

8/a9-a 30457300 

9/a9-a 35160400 

10/a9-a 39450500 

11/a9-a 09026610 

12/a9-a A-0421 



Bodenelnschub kpl. fur 
Netztell Typ Catercard - 
System 

bestehend aus: 

Frontplatte kpl. 
Konsole f. Kasse 
Netzteilhalter 

Abdeckblendenmodul 
Schraube M4x6mm 
EJOT-PT-Schraube 



Bottom Insert, ass. for 
power pack type 
Catercard - system 

consisting of: 

Front plate, ass. 
Console f. cash box 
Holder f. power pack 

Trim plate 
Srew M4x6mm 
EJOT-PT screw 



Fond encastrable du 
systeme Catercard pour 
■'alimentation electrique, cpl. 

compose de: 

Plaque avant, cpl. 
Support de la caisse 
Support de I'alimentation 
electrique 

Panneau de recouvrement 
Vis M4x6mm 
Vis EJOT-PT 
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Pos./ 
Fig. 



2/a10 

3/a10 
4/a10 
5/a10 



Artikel Nr./ 
Part No. 



0/a10 653050XX 



1/a10 351932XX 



351606XX 



Bezelchnung 
D 

Kit Facility - Karten- 
system 

Fronteinschub kpl. 
Typ Facility - Karten- 
system 

bestehend aus: 



Designation 
GB 

Kit Facility - 
cardsystem 

Front insert, ass. 
type Facility - 
cardsystem 
consisting of: 



Fronteinschub vormontiert Front insert, premounted 



(siehe S. 11) 
Frontblende 

Konsole kpl. (s. Seite 27) 
Bodeneinschub kpl. mit 
Trafo (siehe Seite 29) 



(see page 11) 
Front cover 

Console, ass. (s.page 27) 
Bottom insert, ass. for 
power pack(s. page 29) 



Designation 
F 

Kit systeme «carte a puce» 
Facility 

Plaque avant embrochable, cpi. 
du systeme «carte a puce» 
Facility 

composee de: 

Plaque avant embrochable, 
premontee (voir page 1 1 ) 
Panneau avant 
Support, cpl. (voir page 27) 
Fond encastrable avec 
transformateur, cpl. (voir 
page 29) 





G-6967 


KB. Executive Power - 


Cable harn. executive 


Harnais de cables executive 






Munz 


Power - coin 


Power - monnaie 




G-6991 


KB. Trafo-Netz 


Cable harness 


Harnais de cables 








transformer-mains 


transformateur-reseau 




G-6973 


KB. MCB Executive Data 


Cable harn. MCB 


Harnais de cables MCB 








executive Data 


executive Data 




39628017 


Ersatzschlussel W17B 


Spare key W1 7B 


Cle de rechange W17B 


6/a10 


A-0136 


Facherscheibe 4,3mm 


Lock washer 4,3mm 


Rondelle a denture 4,3mm 


7/a10 


A-0128 


U-Scheibe 4,3mm 


Washer 4,3mm 


Rondelle 4,3mm 


8/a10 


A-0025 


Senkschraube M4x10 


Counter sunk head 


Vis a tete conique M4x10mm 








screw M4x1 0mm 




9/a10 


A-0781 


Schraube M4x18mm 


Screw M4x18mm 


Vis M4x18mm 


9a/a10 


09026610 


Schraube GEFU M4x6 


Screw GEFU M4x6mm 


Vis GEFU M4x6mm 






(Befestigung Konsole an 


(fastening console at 


(Fixation du support a la plaque 






Fronteinschub) 


front insert) 


avant embrochable) 


10/a10 


35164700 


Distanzhijlse 


Distance roll 


Douille d'ecartement 


11/a10 


09026610 


Schraube GEFU M4x6 


Screw GEFU M4x6mm 


Vis GEFU M4x6mm 






(Befestigung Bodenein 


(fastening bottom insert 


(Fixation du fond encastrable a 






schub an Fronteinschub) 


at front insert) 


la plaque avant embrochable) 



G-6983 


Erdlitze 


Stranged cable 


Cordon de terre 


G-6933 


Erdlitze Flachstecker- 


Earth strand cable 


Prise de la fiche plate du 




Kabelschuh 


socket 


cordon de terre 


D-0978 


Steckadapter 


Plug adapter 


Adaptateur enfichable 


D-0143 


Flachstecker 


Plug 


Fiche plate 


A-0136 


Facherscheibe 4,3mm 


Lock washer 4,3mm 


Rondelle a denture 4,3mm 


A-0732 


Schraube GEFU M4x8 


Screw GEFU M4x8mm 


Vis GEFU M4x8mm 
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Pos./ 
Fig. 



Artikel Nr./ 
Part No. 



1/a11 35164600 



2/a11 
3/a11 

4/a11 
5/a11 



35161100 
39450500 

39522800 
A-0421 



Bezelchnung 
D 

Konsole kpl. 

Typ Facility - Karten- 

system 

bestehend aus: 

Konsole 

Abdeckblendenmodul 
(2 Stk) 
3/4 Modul 

EJOT-PT-Schraube 



Designation 
GB 

Console, ass. 
type Facility - card 
system 

consisting of: 

Console 

Trim plate (2 Stk) 

3/4 module 
EJOT-PT screw 



Designation 
F 

Support du systeme «carte a 
puce» Facility, cpl. 

compose de: 



Support 

Panneau de recouvrement 
(2 pes.) 
module 3/4 
Vis EJOT-PT 



6/a11 35178600 
7/a1 1 A-0732 
8/a11 A-0136 



Zusatzlich 

(nicht in o. g. Baugruppe 
enthalten) 

Sicherungsblech 
Schraube M4x8mm 
Facherscheibe 4,3mm 



Additionally 
(not incl. in a. m. 
assembly) 

Metal sheet 
Screw M4x8mm 
Lock washer 4,3mm 



En plus 

(pas inclus dans le groupe ci- 
dessus) 

Tole de surete 
Vis M4x8mm 

Rondelle a denture 4,3mm 
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Pos./ Artikel Nr./ 
Fig. Part No. 

1/a12 351975XX 



2/a12 

3/a12 

4/a12 

5/a12 

6/a12 

7/a12 

8/a12 

9/a12 

10/a12 

11/a12 



351973XX 

30457300 

39450500 

09026610 

A-0421 

35066200 

35166600 

A-0136 

A-0021 

A-0128 



Bezeichnung 
D 

Bodeneinschub kpl. 
mit Trafo Typ Facility - 
Kartensystem 

bestehend aus: 

Frontplatte geschweiBt 
Konsole f. Kasse 
Abdeckblendenmodul 
Schraube GEFU M4x6 
EJOT-PT-Schraube 
Trafo 

Trafoabdeckung 
Facherscheibe 4,3mm 
Schraube M4x6mm 
U-Scheibe 4,3mm 



Designation 
GB 

Bottom insert, ass. for 
power pack type 
Facility - cardsystem 

consisting of: 

Front plate, ass. 
Console f. cash box 
Trim plate 

Srew GEFU M4x6mm 
EJOT-PT screw 
Transformer 
Cover for transformer 
Washer 4,3mm 
Screw M4x6mm 
Washer 4,3mm 



Designation 
F 

Fond encastrable avec 
transformateur du systeme 
Facility, cpl. 

compose de: 

Plaque avant soudee 

Support de la caisse 
Panneau de recouvrement 
Vis GEFU M4x6mm 
Vis EJOT-PT 
Transformateur 
Couverture du transformateur 
Rondelle a denture 4,3mm 
Vis M4x6mm 
Rondelle 4,3mm 
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Pos./ 


Artikel Nr./ 


Bezelchnung 


Designation 


Designation 


Fig. 


Part No. 


D 


GB 


F 


u/aio 


D30U31XX 


MI AArAA - ivanen 


l^it Y A CA Y 
MI AArAA - 


i\iT sysTeme «cane a puce» 






sysiem 


carusysiem 


YAP AY 
AArAA 


1/a13 


351933XX 


Fronteinschub kpl. 


Front insert, ass. 


Plaque avant embrochable du 






\ yp AArAA - r\arten- 


type AArAA - 


systeme «carte a puce» 






sysiem 


carusysiem 


A/ArrtA, cpi. 






bestehend aus: 


consisting of: 


composee de: 






rronieinscnuD vorrnoniiBri 


rroni insen , premounieu 


riaque avani emurocnauie. 






(siehe beite 1 1) 


(see page 1 1) 


premontee (voir page 11) 


o/al3 




Bodeneinschub kpl. mit 


Bottom insert, ass. incl. 


Fond encastrable avec 






1 rato (siene beite 33) 


transformer (s. page 33) 


transformateur, cpl. (voir 










page 33) 




C:i-d9d7 


KB. Executive Power- 


Cable harn. executive 


Harnais de cables executive 






Munz 


Power - coin 


Power - monnaie 






ivb. 1 raTo-NGtz 


Cable harn. transformer- 


Harnais de cables 








mains 


transformateur-reseau 




ti-D973 


KB. Mud executive data 


Cable harn. mCd 


Harnais de cables MCb 








executive data 


executive data 






trsaizscniussei vvi /d 


opare Key vvi /b 


uie oe recnange vvi / b 


_ 


09026610 


Schraube GEFU M4x6 


Screw GEFU M4x6mm 


Vis GEFU M4x6mm 


7/a13 


09026605 


Schraube GEFU M3x12 


Screw GEFU M3X12mm 


Vis GEFU M3X12mm 


8/ai3 


A-0732 


bcnraube uLhU l\/l4xo 


nvm • ■ 1 1 ] 1 fi A A rCi net net 

bcrew Gtl-U Ivl4x8mm 


VIS GEFU Ivl4x8mm 






(beTestiyung Doaenein- 


(Tastening uottom insert 


(rixation uu Tona encastrauie a 






schub an Fronteinschub) 


at front insert) 


la plaque avant embrochable) 




G-6984 


Erdlitze 


Stranded cable 


Cordon de terre 




D-.0978 


Steckadapter 


Plug adapter 


Adaptateur enfichable 




D-0143 


Flachstecker 


Plug 


Fiche plate 




A-0136 


Facherscheibe 4,3mm 


Lock washer 4,3mm 


Rondelle a denture 4,3mm 




A-0732 


Schraube GEFU M4x8 


Screw GEFU M4x8mm 


Vis GEFU M4x8mm 
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Pos./ Artikel Nr./ 
Fig. Part No. 

1/a14 351975XX 



2/a14 

3/a14 

4/a14 

5/a14 

6/a14 

7/a14 

8/a14 

9/a14 

10/a14 

11/a14 



351973XX 

30457300 

39450500 

09026610 

A-0421 

35066200 

35166600 

A-0136 

A-0021 

A-0128 



12/a14 39523400 
13/a14 09026613 



Bezeichnung 
D 

Bodeneinschub kpl. 
mit Trafo Typ XAFAX - 
Kartensystem 

bestehend aus: 

Frontplatte geschweiBt 
Konsole f. Kasse 
Abdeckblendenmodul 
Schraube GEFU M4x6 
EJOT-PT-Schraube 
Trafo 

Trafoabdeckung 
Facherscheibe 4,3mm 
Schraube M4x6mm 
U-Scheibe 4,3mm 

Zusatzlich 

(nicht in o. g. Baugruppe 

enthalten) 

Isolierkappe 
Schraube M4x12mm 



Designation 
GB 

Bottom insert, ass. for 
power pack type 
XAFAX - cardsystem 

consisting of: 

Front plate, ass. 
Console f. cash box 
Trim plate module 
Srew GEFU M4x6mm 
EJOT-PT screw 
Transformer 
Cover for transformer 
Washer 4,3mm 
Srew GEFU M4x6mm 
Washer 4,3mm 

Additionally 

(not incl. in a. m. 
assembly) 

Insulating cap 
Screw M4x12mm 



Designation 
F 

Fond encastrable du 
systeme «carte a puce» 
XAFAX avec transformateur, 
cpl. 

compose de: 

Plaque avant soudee 
Support de la caisse 
Panneau de recouvrement 
Vis GEFU M4x6mm 
Vis EJOT-PT 
Transformateur 
Couverture du transformateur 
Rondelle a denture 4,3mm 
Screw GEFU M4x6mm 
Rondelle 4,3mm 

En plus 

(pas Indus dans le groupe ci- 
dessus) 

Capuchon isolant 
Vis M4x12mm 
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Pos./ 


Artikel Nr./ 


Bezelchnung 


Designation 


Designation 


Fig. 


Part No. 


D 


GB 


F 


u/aiD 


DOoUO^XX 


Kit Girovenci - Karten 


Kit Girovend - 


Kit systeme «carte a puce» 






sysiem 


carasysiem 


uirovenu 


1/a16 


351934XX 


Fronteinschub kpl. 


Front insert, ass. 


Plaque avant embrochable, cpl. 






Typ Girovend - Karten- 


type Girovend - 


du systeme «carte a puce» 






sysiem 


carasysiem 


oirovenu 






bestehend aus: 


consisting of: 


composee de: 






Fronteinschub vormontiert 


Front insert , premounted 


Plaque avant embrochable. 






^siene oeiie i i j 


\SQQ page i i ) 


premonTee ^voir page i i ) 


Old. 1 D 




rroniDienae Kpi. ^siene 


rroni cover, ass. ^see 


ranneau avani cpi. ^voir 






beite 37) 


page 37) 


page 37) 


4/aio 




Bodeneinschub kpl. mit 


Bottom insert, ass. for 


Fond encastrable avec 






1 rato (siehe beite jy) 


power pack (s. page 39) 


transformateur, cpl. (voir 










page 39) 




C3-D973 


KB. MUB executive Data 


Gable nam. MCB 


Harnais de cables MuB 








Executive Data 


Executive Data 




o-oyb/ 


KB. Executive Power - 


Cable harn. executive 


Harnais de cables executive 






Munz 


Power - coin 


Power - monnaie 


- 


G-6991 


KB. Trafo-Netz 


Gable harn. transformer- 


Harnais de cables 








mains 


transformateur-reseau 




3962801 7 


trsatzschlussel W17d 


bpare key wi 7t3 


Ole de rechange W17d 


o/a 1 D 


uyUiibb 1 


ocnrauue ijtru ivi4xiu 


ocrew Latru IVI4X 1 umm 


VIS ijtru IVI4X 1 umm 


b/ai b 


UyUiibbI 


tscnrauDS otru ivi4xiu 


ocrew (jtru ivi4xiuiTirn 


VIS (jtru ivi4XTumm 


//an b 


A-U1 Ob 


Facherscheibe 4,3mm 


vvasner 4,omm 


nonaeiie a oeniure 4,omm 






(zum Befestigen der 


(for fastening of front 


(pour fixer le panneau avant a 






rroniDienas an asn 


cover at ine mounting 


1 angle ae montage ae la 






Montagewinkel des 


angle of the front insert) 


plaque avant embrochable) 






Fronteinschubs) 










oGhrauDe UbrU ivi4xb 


ocrew ubrU ivi4xbmm 


VIS UbrU IV14Xbmm 






(Befestigung Bodenein 


(fastening bottom insert 


(Fixation du fond encastrable a 






scnuu an rronieinscnuDj 


ai Tioni insenj 


la plaque aVani emorocnaoiej 




G-6984 


Erdlitze 


Stranged cable 


Gordon de terre 




D-.0978 


Steckadapter 


Plug adapter 


Adaptateur enfichable 




D-0143 


Flachstecker 


Plug 


Fiche plate 
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Pos./ 
Fig. 



3/a17 

4/a17 
5/a17 



Artikel Nr./ 
Part No. 



1/a17 351607XX 



35165000 

A-0128 

A-0103 



Bezelchnung 
D 

Frontblende kpl. 

geschwelRt 

Typ Girovend- Karten 

system 

Distanzhiilse 
U-Scheibe 4,3mm 
Mutter M4 



Designation 
GB 

Front cover, ass. 
welded 

type Girovend - 
cardsystem 

Distance bush 

Washer 4,3mm 
Nut M4 



Designation 
F 

Panneau avant du systeme 
soude «carte a puce» 
Girovend, cpl. 



Douille d'ecartement 

Rondelle 4,3mm 
Ecrou M4 



6/a17 
7/a17 



35160000 
A-0732 



Zusatzlich 

(nicht in 0. g. Baugruppe 
enthalten) 

Montagewand 
Schraube GEFU M4x8 



Additionally 
(not incl. in a. m. 
assembly) 

Mounting panel 
Screw GEFU M4x8mm 



En plus 

(pas inclus dans le groupe ci- 
dessus) 

Paroi de montage 
Vis GEFU M4x8mm 
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Pos./ 


Artikel Nr./ 


Bezeichnung 


Designation 


Designation 


Fig. 


Part No. 


D 


GB 


F 


1/a18 


351976XX 


Bodeneinschub kpl. 


Bottom insert, ass. 


Fond encastrable du 






Typ Girovend - Karten 


type Girovend - 


systeme «carte a puce» 






system 


cardsystem 


Girovend avec 










transformateur cpl. 






bestehend aus: 


consisting of: 


compose de: 


2/ai8 


351973XX 


Frontplatte kpl. 


Front plate, ass. 


Plaque avant, cpl. 


3/alo 


30457300 


Konsole f. Kasse 


Console f. cash box 


Support de la caisse 


4/aio 


oy4o0ooo 


Abdeckblendenmodul 


Trim plate module 


Panneau de recouvrement 


5/ai8 


0902661 


bcnraube uLl-U M4x6 


brew (jLFU Ivl4x6mm 


VIS (jLFU Ivl4x6mm 


6/al8 


A-0421 


LJU 1 -r 1 -bcnraube 


hJU 1 -r 1 screw 


VlS hJU 1 -r 1 


7/a18 


35066200 


Trafo 


Transformer 


Transformateur 


8/ai8 


35166600 


Trafoabdeckung 


Cover for transformer 


Couverture du transformateur 


9/a18 


A-0136 


Facherscheibe 4,3mm 


Washer 4,3mm 


Rondelle a denture 4,3mm 


1 U/al c5 




ocnrauue M4xonrirTi 


screw M4xomm 


VIS ivi4XDmm 


1 l/al o 




u-vscneiue 4,omm 


vvasner 4,omm 


rionQeiie 4,omm 






^usaTziicn 


AuuiTionaiiy 


tn pius 






(nicht in o. g. Baugruppe 


(not incl. in a. m. 


(pas Indus dans le groupe ci- 






enthalten) 


assembly) 


dessus) 


12/a18 


39523400 


Isolierkappe 


Insulating cap 


Capuchon isolant 


13/a18 


09026613 


Schraube M4x12mm 


Screw M4x1 2mm 


Vis M4x12mm 
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Pos./ Artikel Nr./ 
Fig. Part No. 

0/a19 653053XX 



1/a19 351935XX 



2/a19 - 

3/a19 - 
4/a19 - 

G-6967 

G-6991 

G-6973 

39628017 
5/a19 351 691 XX 
6/a19 35160000 
7/a19 A-0058 

8/a19 A-0695 

9/a19 A-0136 

10/a19 09026610 

11/a19 A-0732 

12/a19 A-0128 

13/a19 35164700 

09026610 



G-6984 

D-.0978 

D-0143 

A-0136 

A-0732 



Bezeichnung 
D 

Kit Smartcard - Karten 
system 

Fronteinschub kpl. 
Typ Smartcard - Karten 
system 

bestehend aus: 



Designation 
GB 

Kit Smartcard - 
cardsystem 

Front insert, ass. 
type Smartcard - 
cardsystem 
consisting of: 



Fronteinschub vormontiert Front insert, premounted 
(siehe Seite 1 1 ) (see page 1 1 ) 

Konsole kpl. (s. Seite 43) 



Designation 
F 

Kit systeme «carte a puce» 
Smartcard 

Plaque avant embrochable du 
systeme «carte a puce» 
Smartcard 
composee de: 

Plaque avant embrochable, 
premontee (voir page 1 1 ) 



Console, ass. (s. page 43) Support, cpl. (voir page 43) 



Bodeneinschub kpl. mit 
Trafo (siehe Seite 45) 

KB. Executive Power - 
Munz 

KB. Trafo-Netz 

KB. MCB Executive Data 

Ersatzschlussel W17B 

Frontblende 

Montagewand 

Senkschraube 

M5x12mm 

Zyl.-Schraube M4x20mm 

Facherscheibe 4,3mm 
Schraube GEFU M4x6 
Schraube GEFU M4x8 
U-Scheibe 4,3mm 
Distanzhulse 

Schraube GEFU M4x6 

(Befestigung Bodenein 
schub an Fronteinschub) 

Erdlitze 
Steckadapter 
Flachstecker 
Facherscheibe 4,3mm 
Schraube GEFU M4x8 



Bottom insert, ass. for 
power pack (s. page 45) 

Cable harn. executive 
power - coin 

Cable harn. transformer- 
mains 

Cable harn. MCB 

Executive Data 
Spare key W1 7B 
Front cover 
Mounting panel 
Cheese head screw 
M5x12mm 
Cheese head screw 
M4x20mm 
Washer 4,3mm 
Screw GEFU M4x6mm 
Screw GEFU M4x8mm 
Washer 4,3mm 
Distance roll 

Screw GEFU M4x6mm 
(fastening bottom insert 
at front insert) 

Stranged cable 
Plug adapter 
Plug 

Lock washer 4,3mm 
Screw GEFU M4x8mm 



Fond encastrable avec 
transformateur, cpl. (voir 

page 45) 

Harnais de cables executive 

power - monnaie 

Harnais de cables 

transformateur-reseau 

Harnais de cables MCB 

Executive Data 

Cle de rechange W17B 

Panneau avant 

Parol de montage 

Vis a tete conique M5x12mm 

Vis a tete cylindrique 
M4x20mm 

Rondelle a denture 4,3mm 
Vis GEFU M4x6mm 
Vis GEFU M4x8mm 
Vis 4,3mm 
Douille d'ecartement 

Vis GEFU M4x6mm 

(Fixation du fond encastrable a 
la plaque avant embrochable) 

Cordon de terre 
Adaptateur enfichable 
Fiche plate 

Rondelle a denture 4,3mm 
Vis GEFU M4x8mm 
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Pos./ 
Fig. 



Artikel Nr./ 
Part No. 



1/a20 35164800 



2/a20 35161100 

3/a20 39450500 

4/a20 39522800 

5/a20 A-0421 



Bezeichnung 
D 

Konsole kpl. 
Typ Smartcard- 
Kartensystem 

bestehend aus: 

Konsole 

Abdeckblendenmodul 
3/4 Modul 

EJOT-PT-Schraube 



Designation 
GB 

Console, ass. 
type Smartcard- 
system 

consisting of: 

Console 

Trim plate module 
3/4 module 
EJOT-PT screw 



Designation 
F 

Support du systeme «carte a 
puce» Smartcard, cpl. 

compose de: 

Support 

Panneau de recouvrement 
module 3/4 
Vis EJOT-PT 



6/a20 35178600 
7/a20 A-0732 
8/a20 A-0136 



Zusatzlich 

(nicht in o. g. Baugruppe 

enthalten) 

Sicherungsblech 
Schraube M4x8mm 
Facherscheibe 4,3mm 



Additionally 

(not incl. in a.m. 
assembly) 

Metal sheet 
Scfew M4x8mm 
Lock washer 4,3mm 



En plus 

(pas Indus dans le groupe ci- 

dessus) 

Tole de surete 
Vis M4x8mm 

Rondelle a denture 4,3mm 
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Pos./ 


Artikel Nr./ 


Bezeichnung 


Designation 


Designation 


Fig. 


Part No. 


D 


GB 


F 


1/21 


351975XX 


Bodeneinschub kpl. 


Bottom insert, ass. for 


Fond encastrable du 






mit Trafo Typ Smart 


power pack type 


systeme «carte a puce» 






card Kartensystem 


Smartcard-cardsystem 


Smartcard avec 










transformateur 






bestehend aus: 


consisting of: 


compose de: 


2/21 


351973XX 


Frontplatte geschweiBt 


Front plate, ass. 


Plaque avant, soudee 


3/21 


30457300 


Konsole f. Kasse 


Console f. cash box 


Support de la caisse 


>l /OH 


oy4o0ooo 


Abdeckblendenmodul 


Trim plate module 


Panneau de recouvrement 


5/21 


0902661 


bcnraube uLl-U M4x6 


brew (jLFU Ivl4x6mm 


VIS (jLFU Ivl4x6mm 


6/21 


A-0421 


LJU 1 -r 1 -bcnraube 


hJU 1 -r 1 screw 


VlS hJU 1 -r 1 




oOUbOiiUU 


Trafo 


Transformer 


Transformateur 


8/21 


35166600 


Trafoabdeckung 


Cover for transformer 


Couverture du transformateur 


9/21 


A-0136 


Facherscheibe 4,3mm 


Washer 4,3mm 


Rondelle a denture 4,3mm 


10/21 


A-0021 


Schraube M4x6mm 


Screw M4x6mm 


Vis M4x6mm 


11/21 


A-0128 


U-Scheibe 4,3mm 


Washer 4,3mm 


Rondelle 4,3mm 
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Pos./ 


Artikel Nr./ 


Bezeichnung 


Designation 


Designation 


Fig. 


Part No. 


D 


GB 


F 


0/a22 


351 907XX 


Kit Geliause fur 


Kit liousing ass. 


Kit boTtier cpl. 






Miinzanbau kpl. 


for payment system 


du module monnaie 






C-ZAM - Kartensystem 


C-ZAIUI - cardsystem 


«carte a puce» C-ZAIUl 




ool yuoxx 


Seitenwand links, kpl. 


Side wall, left, ass. 


Parol laterale, gauche, cpl. 






bestehend aus: 


consisting of: 


composee de: 


- 


- 


Seitenwand links 


Side wall, left 


Parol laterale, gauche 






Schaltergehause 


Housing for switch 


boite 






oCniaUuS IVlH-Xl^lTim 


oci ew ivi^x 1 ^mm 


VIS ivi^x i£imrn 






Flachstecker 


Flat plug 


Fiche plate 


2/a22 


351904XX 


Seitenwand rechts, kpl. 


Side wall, right, ass. 


Parol laterale, droite, cpl. 






bestehend aus: 


consisting of: 


composee de: 



3/a22 D-1150 

4/a22 0902661 1 

5/a22 A-0136 

6/a22 39245800 

7/a22 0902671 1 

8/a22 D-0843 

9/a22 35178300 

10/a22 A-0891 
G-6970 



Seitenwand rechts 
Flachstecker 
Geratestecker 
Schraube M4x8mm 
Facherscheibe 4,3mm 
SchraubfuB 
Schraube GEFU 
M4x8mm 

Kabeldurchfuhrung 
Schutzkappe 
Schraube M3x6mm 
KB. Spannungsver- 
sorgung 



Side wall, right 
Flat plug 
Plug 

Screw M4x8mm 
Lock washer 4,3mm 
Screwed foot 
Screw GEFU M4x8mm 

Cable protection bushing 
Protective cover 
Screw M3x6mm 
Cable harness power 
supply 



Parol laterale, droite 
Fiche plate 
Fiche 

Vis M4x8mm 

Rondelle a denture 4,3mm 

Pied visse 

Vis GEFU M4x8mm 

Passe-cable 
Capuchon de protection 
Vis M3x6mm 

Alimentation du harnais de 
cables 



11/a22 



35190300 
D-0978 



Bohrschablone 
Flachsteckadapter 



Drill template 
Flat plug adapter 



Gabarit de pergage 
Fiche plate adaptateur 



Zusatzlich 

(nicht in o. g. Baugruppe 

enthalten) 



Additionally 

(not incl. in a. m. 
assembly) 



En plus 

(pas Indus dans le groupe 
ci-dessus) 



H-3251 Ersatzsicherung fur 

Geratestecker 



Spare part fuse for plug 



Fusible de rechange de la fiche 
de I'appareil. 
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Pos./ 


Artikel Nr./ 


Bezeichnung 


Designation 


Designation 


Fig. 


Part No. 


D 


GB 


F 


u/a^o 


DOoUODXX 


iviT \j-£.i\m - ivarien 


l^it 7 A K/l 
IvII Lr-^AIVl - 


i\iT sysieme «cane a puce» 






sysiem 


carusysiem 


U-^AIVI 


1/a23 


351945XX 


Fronteinschub kpl. 


Front insert, ass. 


Plaque avant embrochable du 






1 yp L»-ZAiwi - r\arten- 


type o-ZAiwi - 


systeme «carte a puce» 






sysiem 


carusysiem 


O-^AIvl, Cpi. 






bestehend aus: 


consisting of: 


composee de: 


2/a23 


35194400 


Fronteinschub vormontiert 


Front insert, premounted 


Plaque avant embrochable. 






(siehe beite 51) 


(see page 51) 


premontee (voir page 51) 


3/a23 




Bodeneinschub kpl. mit 


Bottom insert, ass. incl. 


Fond encastrable avec trans- 






1 rato (siene beite 53) 


transformer (s. page 53) 


formateur, cpl. (voir page 53) 




Ca-DbD/ 


KB. Executive Power- 


Cable harn. executive 


Harnais de cables executive 






Munz 


Power - coin 


Power - monnaie 




o-byyi 


ivb. 1 raTo-Neiz 


Cable harness 


Harnais de cables 








transformer-mains 


transformateur-reseau 




o-by /o 


i\B. MUD txecuiive uaia 


L>aDie narn. mud 


narnais ae cauies mud 








executive data 


executive data 




39628017 


Ersatzsclnlussel W17B 


Spare key W1 7B 


Cle de rechange W17B 


4/a23 


0902oo1 


ocnraube CatrU M4xd 


bcrew CatrU l\/l4xomm 


Vis CabrU lvl4XDmm 






(Befestigung Bodenein 


(fastening bottom insert 


(Fixation du fond encastrable a 






schub an Fronteinschub) 


at front insert) 


la plaque avant embrochable) 






braiitze 


Stranded cable 


Cordon de terre 




b-D933 


Erdlitze Flachstecker - 


Stranded cable 


Cordon de terre 






Flachstecker 


Flat Plug - Flat Plug 


Fiche plate - Fiche plate 




D-0978 


Steckadapter 


Plug adapter 


Adaptateur enfichable 




D-0143 


Flachstecker 


Flat Plug 


Fiche plate 




A-0136 


Facherscheibe 4,3mm 


Lock washer 4,3mm 


Rondelle a denture 4,3mm 




A-0732 


Schraube GEFU M4x8 


Screw GEFU M4x8mm 


Vis GEFU M4x8mm 
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Pos./ 


Artikel Nr./ 


Bezelchnung 


Designation 


Designation 


Fig. 


Part No. 


D 


GB 


F 


1/a24 


35194400 


Fronteinschub montiert 


Front insert mounted 


Plaque avant embrochable 






C-ZAM - Kartensystem 


C-Zam - cardsystem 


montee «carte a puce» 
















bestehend aus: 


• • 

consisting of: 


composee de: 


2/a24 


35181300 


Scheibe 


Washer 


Kondeiie 


3/a24 


351 o07xx 


Schildhalter, geschweiBt 


Plate holder 


Support de plaque, soude 




OOl ol 1 UU 


Kunststoffscheibe 


Plastic panel 


Panneau en plastique 




OCH OH OAA 
OOl Ol^lOO 


Schraube M3x8mm 


Screw M3x8mm 


Vis M3x8mm 




39627017 


bcnlols mit ocniussel 


1 AaI^ AAA \AH ~7D 

Lock, ass. W1 Yd 


Verrou avec cle W1 7B 












//dixi't 


00 1 oaOOO 


SchlieBriegel 


Locking bar 


Verrou 


Q/aOA 


oc-i QAonn 
v30 1 y'fvSuu 


rronicinscnuD ycscnwcioi 


rroni insen, weiueu 


r laque avani cmorocnaoie. 










soudee 


9/a24 


(35181000) 


Preisschild (zu bestellen 


Price plate (must be 


Etiquette de prix (doit etre 






bei Douwe Egberts) 


ordered separately at 


commandee chez Douwe 








Douwe Egberts) 


Egberts) 
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Pos./ 
Fig. 



Artikel Nr./ 
Part No. 



1/a25 351975XX 



2/a25 

3/a25 

4/a25 

5/a25 

6/a25 

7/a25 

8/a25 

9/a25 

10/a25 

11/a25 



351973XX 

30457300 

39450500 

09026610 

A-0421 

35066200 

35166600 

A-0136 

A-0021 

A-0128 

D-0978 
D-0143 



12/a25 39523400 
13/a25 09026613 



Bezeichnung 
D 

Bodeneinschub kpl. 
mit Trafo Typ C-ZAM - 
Kartensystem 

bestehend aus: 

Frontplatte geschweiBt 
Konsole f. Kasse 
Abdeckblendenmodul 
Schraube GEFU M4x6 
EJOT-PT-Schraube 
Trafo 

Trafoabdeckung 
Facherscheibe 4,3mm 
Schraube M4x6mm 
U-Scheibe 4,3mm 

Flachsteckadapter 
Flachstecker 

Zusatzlich 

(nicht in o. g. Baugruppe 

enthalten) 

Isolierkappe 
Schraube M4x12mm 



Designation 
GB 

Bottom insert, ass. for 
power pack type C- 
ZAIUI - cardsystem 

consisting of: 

Front plate, ass. 
Console f. cash box 
Trim plate module 
Screw GEFU M4x6mm 
EJOT-PT screw 
Transformer 
Cover for transformer 
Washer 4,3mm 
Screw GEFU M4x6mm 
Washer 4,3mm 

Flat Plug adapter 
Flat Plug 

Additionally 

(not incl. in a. m. 
assembly) 

Insulating cap 
Screw M4x12mm 



Designation 
F 

Fond encastrable du 
systeme «carte a puce» 
C-ZAIUI avec transformateur, 
cpl. 

compose de: 

Plaque avant soudee 
Support de la caisse 
Panneau de recouvrement 
Vis GEFU M4x6mm 
Vis EJOT-PT 
Transformateur 
Couverture du transformateur 
Rondelle a denture 4,3mm 
Screw GEFU M4x6mm 
Rondelle 4,3mm 

Fiche plate adaptateur 
Fiche plate 

En plus 

(pas Indus dans le groupe 
cidessus) 

Capuchon isolant 
Vis M4x12mm 
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Artikel Nr./ 
Part No. 


Bezeichnung 
D 


Designation 
GB 


Designation 
F 




Kabelbaume 


Cable harnesses 


Harnais de cables des 








systemes de paiement 


G-6970 


KB. Spannungsver- 
sorgung 


Cable harness power 
supply 


Harnais de cables alimentation 
electrique 


G-6969 


KB. Spannungsv. Munz 


Cable harness power 
supply coin 


Harnais de cables alimentation 
electrique monnaie 


G-6991 


KB. Trafo - Netz 


Cable harness 
transformer 


Harnais de cables 
transformateur 


35140000 


KB. P44/P60 Munzruck- 
gabe 


Cable ham. P44/P60 
coin returning 


Harnais de cables P44/P60 
restitution des pieces de 
monnaie 


G-6973 


KB. MCB Executive 
Data 


Cable harn. MCB 
Executive Data 


Harnais de cables MCB 
Executive Data 


35023300 


KB. Ruckgabemotor 
Munz 


Cable harness coin 
returning motor 


Harnais de cables moteur de 
restitution monnaie 


G-6981 


KB. Frontklappe PC 
Interface 


Cable harn. front flap PC 
Interface 


Harnais de cables trappe avant 
Interface PC 


G-6903 


KB. NT /PC IF 24V 
Espr. - Munz 


Cable harn. NT / PC In- 
terface 24V 


Harnais de cables NT / PC 
interface 24V 


G-5996 


KB. NT / PC IF 12V 


Cable harn. NT / PC IF 
12V 


Harnais de cables NT / PC IF 
12V 


G-6974 


KB. PC Bus 


Cable harn. PC bus 


Harnais de cables bus PC 


G-6975 


KB. Spannungsv. Netz - 
Platine 


Cable harn. power 
supply mains - board 


Harnais de cables alimentation 
electrique platine de reseau 


G-6967 


KB. Executive Power - 
Munz 


Cable harn. executive 
Power - coin 


Harnais de cables executive 
Power - monnaie 
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10 Ersatzteilliste / Spare parts list / Liste des pieces 
de detachees 

Inhaltsverzeichnis Ersatzteilliste Unterschrank/ 
Index Spare parts list base stand / 
Sommaire liste des pieces de detachees buffet 

Kabinett kpl. 
Housing, ass. 

Boitier, cpl. 10-133 

Kit Sockel Unterschrank 
Kit base stand 

Kit embase buffet 10-133 

Kit Tischplatte schwarz 
Kit table top, black 

Kit plaque de table, noir 10-133 

Montageanleitung 
Installation Instruction 



Instructions d'assemblage 



10-133 



Kit Tischplatte natur 

Kit table top, wood 

Kit plaque de table, bois 



10-133 



Tur, kpl. 
Door, ass. 
Porte, cpl. 
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Pos./ 
Fig. 



Artikel Nr./ 
Part No. 



00/a1 351947XX 



01/a1 



02/a1 
03/a1 
04/a1 
05/a1 
06/a1 
07/a1 
08/a1 



351946XX 
35191801 
35191802 
35192200 
351923XX 
09026712 
35198000 
39245800 
35200500 
35203700 



Bezeichnung 
D 

Kabinett kpl. 

bestehend aus: 

Kabinet 

Auflageblech links 
Auflageblech rechts 
Einlegeboden 
Boden 

SchraubeGEFU M4x10 
Riegelplatte 
SchraubfuB 
Distanzbuchse 
Schraube M8x55mm 



Designation 
GB 

l-iousing, mounted 

consisting of: 

Housing 
Metal plate left 
Metal plate right 
Shelf 
Bottom 

Screw GEFU M4x10mm 

Locking plate 

Foot 

Distance bush 
Screw M8x55mm 



Designation 
F 

Boitier, cpl. 

compose de: 

BoTtier 

Plaque d'appui gauche 
Plaque d'appui droite 
Tablette de rayonnage 
Fond 

Vis GEFU M4x10mm 
Barre de verrouillage 
Pied visse 

Douille d'ecartement 
Vis M8x55mm 



09/a1 653060XX Kit Tischplatte scliwarz Kit table black 



bestehend aus: 
10/a1 352002XX Tischplatte, schwarz 
11/a1 35204700 Winkel fur Tischplatte 
12/a1 35177600 Schraube EJOT 
13/a1 35177600 Schraube EJOT M8x75 
14/a1 35200501 Distanzbuchse 



consisting of. 
Table top, black 
Angle for table top 
Screw EJOT 
Screw EJOT M8x75mm 
Distance bush 



Kit Plaque de table noir 

compose de: 
Plaque de table, noir 
Tole angul. pi. de table 
Vis EJOT 

Vis EJOT M8x20mm 
Douille d'ecartement 



15/a1 



16/a1 
17/a1 



35204400 Montageanleitung 

65306001 Kit Tischplatte natur 

wie 653060XX jedoch 
anstelle von Pos. 1 0/a1 

35200201 Tischplatte natur 

653059XX Kit Sockel Unterschrank 

bestehend aus: 

351953XX Sockel pkt. geschw. 
35203600 Schrauben M8x20mm 



Installation Instruction Instructions d'assemblage 



Kit table, wood 

as 653060XX but instead 
of Pos. 02/a4 

Table top, wood 

Kit Base 

consisting of: 

Base 

Screw M8x20mm 



Kit plaque de table, bois 

comme 653060xx mais 
au lieu de pos. 10/a1 

Plaque de table, bois 

Kit embase buffet 

compose de: 

Embase soudee par pts. 
Vis M8x20mm 
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Pos./ Artikel Nr./ 
Fig. Part No. 

00/a2 351949XX 



01 /a2 351888XX 



02/a2 35170201 

03/a2 A-0330 

04/a2 B-0114 

05/a2 35194800 

06/a2 35150800 

07/a2 3962701 7 



Bezeichnung 
D 

Tiir kpl. 

bestehend aus: 

Tur Unterschrank 

Abdeckplatte 

Schraube EJOT 30x10 

Achse fur Tur 

Stopfer! 

GummifuB 

SchlieRriegel 

Spreizmutter 

SchloB mit Schlussel 

W17B 



Designation 
GB 

Door, ass. 

consisting of: 

Door for base stand 
Cover plate 

Screw EJOT 30x1 0mm 

Axle for door 

Plug 

Foot 

Locking bar 
Nut 

Lock incl. key W17B 



Designation 
F 

Porte, cpL 

compose de: 

Porte 

Plaque de couverture 
Vis EJOT 30x1 0mm 
Essieu de la porte 
Bouchon 

Pied en caoutchouc 

Verrou 

Ecrou a expansion 
Verrou av. cle W1 7B 
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